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M2072 PEDRETTE, EDWARD A 

4 Thy kingdom come; for mixed voices, 
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A, Pedrette. (Pro Art choral, no,1500) 
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18¢ © Pro Art Publications, New York; 
21Apr52; EP61882., 


I, Title, 


Library of Congress ” 
Copyright Office 





Pro Art Publications. 


M1380 LAIS, JOHN. 

~L Tick tock; piano solo, with lyrics, lyrics 
and music by John Lais. (Pro piano, 46) 
35¢ © Pro Art Publications, New York; 
11Mar50; EP44827. 
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are beckoning. [Libiamo ne! lieti 
calici] From Act I, La traviata, 
[by] Giuseppe Verdi, arr, by Arol 
Fletcher [pseud., for] S.A.T.B., 
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I. Howorth, Wayne, 1895- arr. 
II. Title. III. Title: Die Forelle. 





Pro Art Publications. 


LAIS, JOHN. 
Turkey in the straw; for piano duet, arr. 
by John Lais. (Pro piano, no, 38) 50¢ 
© on arrangement; Pro Art Publications, 
New York; 31May50; EP46928. 
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carol arr. by A. Avalos [pseud.] (Pro art 
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Publications, New York; 19Feb51; 
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.B What star is this? S.A.T.B., carol for 
Christmas or Epiphany, music by Robert 
L. Beckhard [words by Charles Coffin, 
translation based on version by J. Chand- 
ler] (Pro art choral, no.1285) [With 
piano reduction] 18¢ © Pro Art Publica- 
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M2095 SANDERS, ROBERT L 1906- 

5S While shepherds watched; Christmas 
carol, S.A. T.B. Music by Robert L,. 
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Art choral, no, 1228) [With piano reduc- 
tion] 16¢ © Pro Art Publications, New 
York; 5May50; EP46301. 
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-S Who did? whale did! S.A.T.B., arr. by 
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arrangement; Pro Art Publications, New 
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© Pro Art Publications, New York; 
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Sterndale Bennett, arr, and edited by Walter 
Ehret [words from St, John 4;23,24] (Pro 
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arrangement; Pro Art Publications, New 
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.B Ye watchers and ye holy ones; for 
Christmas or general use [for four-part 
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piano or organ accompaniment, 17th cen- 
tury German melody] arr, by Philip 
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rangement. © Pro Art Publications, 
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M1247 FRANGKISER, CARL, 1894- 

F Youth marches on; march by Carl Frang- 
kiser. (Band series, no. 36) © Pro Art 
Publications, New York; 17Jun49; 
EP37478,. Condensed score and parts. 
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M2095 HOWORTH, WAYNE, 1895- 
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© Pro Art Publications, New York; 
1Nov48; on arrangement; EP31153. 
Score: chorus (SATB) and piano 
reduction, 


I. Title, 


Library of Congress S 


Copyright Office 


xM2092. 4 





Pro Art Publications. 


ZEPP, ARTHUR. 

Zepp-Montague musical kindergarten 
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MT259 FELDMAN, HARRY ALLEN. 

-F35 The Pro Art unison string class method; 
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MCGRATH, JOSEPH J 1889- 

Pro Ecclesia; six paraphrases for organ on 
traditional hymn tunes [by] Joseph J. 
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“ema of Coosres @ Music Cat. 
Copyright Orfice 





- a 
Pro la&@sku zbracenou nenarikam. 


M1356 SVOJIK, FRANTISEK, 1909- 

aS (Nevinn&) Pro laésku ztracenou 
nenarikén, volny fox z film: 
Nevinna,. Slovas Fr. Kudrna {music 
by] Fr. Svojfk. © Mojmir Urb4nek, 
Praha; 16Marl.0; EF9284. Piano- 


conductor score es. with 
words) and parts. 


Library of Congress ey 
Copyright Office 





Pro libertate! 


HULSHEGER, ERICH, 1916- 

Pro libertate} Trimphmarsch von Erich 
Hilsheger. [Adapted for accordion by 
Alexander Th, Renzi, pseud.] 
© Heinrich Hiob Verlag, Berlin; 120ct53; 
EFO0-24097, 


I, Title. [Il. Hiob, Georg Heinrich, 
1882- ] 


Library of Congress @ 





Pro libertate. 


M1247 HULSHEGER, ERICH F M 
-H 1916- 

Pro libertate. Triumphmarsch [by] Erich 
Hiilsheger. [Condensed score (band) and 
parts] Appl, states prev. version: 
Deutschlands Wehr, © on arrangement; 
Heinrich Hiob Verlag, Berlin-Lankwitz; 
23Dec52; EF0-18686, 


Title. 


Library of Congress @ 
Copyright Office 





Pro libertate. 


M1350 HULSHEGER, ERICH, 1916- 

.H Pro libertate. Triumphmarsch [by] Erich 
Hilsheger, orch. bearb. [by] Alex. Th. 
Renzi [pseud.] [Piano-conductor score 
and parts] © Heinrich Hiob Verlag, Berlin 
17Jul53; EFO-22283. 


I, Title. [II.. Hiob, Georg Heinrich, 
1882- ] 


Library of Congress e 





Pro musica. 


M1350 FISCHER, ERNST, 1900- 

FF Pro musica; [or] Divertimento Nr.1; 
fir grosses Orchester, von Ernst 
Fischer, [Piano-conductor score and 
parts] © Albert Bennefeld, Berlin; 
15Aug53; EF0-23380, 


I, Title. I. Title: Divertimento Nr,1. 


Library of Congress & xM1003 
Copyright Office 





PRO OR NO? SEE Yudain, William. 





Pro pace. 

M2013 CASELLA, ALFREDO, 1883-1947. 

-C36 “(Mass, ) Missa solemnis, 

op.71 "Pro per soprano e bari- 
tono golisti, coro misto, organo 
ed orchestra [by] Alfredo Casella. 
Riduzione per pianoforte di Guido 
Turchi. © Universal-Edition, 
Wien; @Apr48; on reduction for 
piano; EF10628. Piano-vocal score. 


I. Turchi, Guido, 1916- arr. Ii. 
Titie. Til. Tities Pro pace. 
Revised 


Library of Congress 
Copyright Office 








PRO patria. pvU2998). SEE Balch, 
David Arnold. 





PRO PATRIA MARCH; m W. Clark, arr. 
Adolf Lotter; orch. © 22Mare23, 
E566044. R66499, 28Aug50, Adolf 
William Lotter (C) 


OCT 5- 1960 


Library of Congress S 


Copyright Office 





Pro prem caloulator. 


seo 
eat 


Crum and Forster, inc. 





Pro rata chargese SEE 
Stebbins, Raymond Hardy. 





Pro rating of taxas - interest - 
insurance - principles - practice. 


see 


Willoughby, Fred. 


afp 1-15-7 





PRO SCHOLA, EDITIONS. SEE Editions Pro 
schola. 





Proa. 


CONTE, ARTHUR. 
La légende de Pablo Casals. 6 hors- 
texte de Gjon Mili. 141 p. © Proa, 
Perpignan; 28Mar50; AF0-2128. 


I. Casals, Pablo. 
II. Proa. 


Library of Congress 
Copyright Office 





PROAL, JEAN ©. 
Histoire de Lou, conte in&dit de 
Jean Proal, Paris, France-Illus- 
tration. 30 pe, filus. (Supplé- 


ment Théatral et litt6raire, no 73, 
2% d&c. 1950) © 24Dec50; APO-37h5. 





PROAL, JEAN A. 

Au pays du chamois. 252 p. 
illus. (Scénes de la vie des 
bétes) © Albin Michel, Paris; 
6Feb48; AF8153. 


I. Michel, Albin. 


Library of Congress ey 
Copyright Office 





Proal, Jean A 
... Bagarres, roman. Paris, Société des éditions Denoél ,1945, 
3 p. 1., 9-223, (1) p. 19. 
At head of title: Jean Proal, 


© 31Dech5; 1c 9Augh6; publisher; 
AF1 1. 


I. Title. 
PQ2631.R55B3 
© 31Dec45; 1c 9Aug46; publisher; AF1914. 


Library of Congress @ 13) 





PROAL, JEAN A. 
De sel et de cendre, roman. 220 p. 
© René Julliard; 10Sep53; 
AFO-12755. 


I. Julliard, René, firm. 


Library of Congress & 


Copyright Office 





PROAL, JEAN A, 
Suite montagnarde, nouvelles, 254 p, 
© Les Editions Denoeél, Paris; 2Sep48; 
AF9407. 


Il. Editions Denoél. 


Library of Congress 
Copyright Office 





Proaps, Raymond D. 


BACK HOME IN TENNESSEE; w, m & © Ray- 
mond D. Proaps 200ct50 EU218917 


Library of Congress 
Copyright Office 





Proaps, Raymond D. 


JUST A DREAM AWAY FROM YOU; w, m & © 
Raymond D. Proaps 23Nov53 EU338864 


Library of Congress e 


Copyright Office 





yore FARM PO w & m Raymond 
' D. (Proaps 29Ju1l.7 EU89890 





Proaps, Raymond D. 


WASHINGTON, U.S.A.; w, m & © Raymond 
D. Proaps 21Feb51 EU229952 


Library of Congress 
Copyright Office 





Proaza, Alonso de. 


MCPHEETERS, DEAN WILLIAM. 
Alonso de Proaza, representative figure 
of the Spanish Renaissance. [Thesis-- 
Columbia University] Ann Arbor, Univer- 
sity Microfilms, 1952. Microfilm copy of 
typescript. Positive. ([University Micro- 


films] Publication no. 4217) © Dean 
William McPheeters; 29Oct52; A75318, 


I, Proaza, Alonso de, 


Prelim. card 


Library of Congress 2 
Copyright Office 





Probabilité et certitude. 
BOREL, EMILE FELIX EDOUARD JUSTIN. 
Probabilité et certitude. [1. éd.] 136 p. 
(“Que sais-je?" Le point des connais- 
sances actuelles, 445) © Presses uni- 
versitaires de France, Paris; 2Oct50; 


AF0-3722. 
I. Presses universitaires de France. 


MAR 2 9 195! 
sh/r 


Library of Congress G 


Copyright Office 





Probability and expected values. 


WOODBURY, MAX ATKIN. 
Probability and expected values. 
{[Thesis-Univ. of Michigan] Ann Arbor, 
1948. Microfilm copy of typewritten 
ms. Made in 1948 by University 
Microfilms (Publication no. 1084) 
Positive. © Max Atkin Woodbury; 


30Sep48; A27385. 


Library of Congress & 
Copyright Office 





Probable oscillations in security 
prices for 195) based on cyclical 
phenomena, SEE Stock Trend 
Publications, inc. 





Probable oscillations in security 
prices for 1955. SEE Van Loan, 
Harold He 





PROBABLY © w & m Marcella Vanderbilt 
Brummell & Donald Bowen Brummel 
14Nov49 EU184664 


Library of Congress ay 


Copyright Office 





PROBABLY; w & m Riley Hampton & 
Theodore Saunders © Rush Music Corp. 
2Apr53 EU310365 


Library of Congress 
Copyright Office 





PROBABLY € w Raymond Ernest 
Houseman, m Roger Paul Royce 


5Dech7 EU10657 


Library of Congress ee 


Copyright Office 





Probably; w & m Sharon Ross [pseud,. of 
Edwinna Lucille Sharon] © Edwinna 
Lucille Sharon, South Gate, Calif.; 
27Tunl:7; EU81868, 





PROBABLY; w, m & © Theodore D. Saun- 
ders & Riley Charles Hampton 6Nov52 
EvV293219 


Library of Congress © 


Copyright Office 





Probably 
GALVEZ, MANULL. 

Probably; Amcrican adaptation of 
trascarada" ... English lyric by 
Albert Gamsc, music and Portugucse 
eke by Hanue L Galvez. © ldward 
B. Marks Music Corp., New York; 


Ebealies ‘EPL 1971. 


I. Gomse, Albert, lyricist. II. Title. 
Til. Title: Mascarada. 


eS Music Cat. 





Probabl 


v Hamtiton, Alfred Earls 
X 





PROBABLY, PERHAPS, OR MAYBE © w & m 
Louis Fabrizio Pepe 13Apr)8 
EU12).983 


Library of Congress ee 
Copyright Office 





Probably someday; w & m N. Road. 
© Nancy Read, Lakeview, Ohio; 2hJanl7; 
EU60530. 


Library ‘of ‘Congress eS 


Copyright Office 





PROBADJONG.e DPO-l|5. SEE Vialar, Paul. 





PRO-BANTHINE BROMIDE, BRAND OF PRO- 
PANTHELINE BROMIDE. SEE Searle 
(Ge De) and Company. 





PRO=BANTHING, THE NEW ANTICHOLINERGIC 
IN PEPTIC ULCER AND OTHER PARASYM-+ 
PATHOTONIC CONDITIONS. . SEE Searle 
(G. D.) and Company. 





Probate and administration. 


WHITFORD, WILLIAM G. 

Probate and administration; guard- 
ianships, conservatorships, and 
adoptions in Nebraska, 578 Pp. 
© Thomas: Law Book Co.3 othavts, 
A154715. 


I. Thomas Law Book Company. 


Library of Congress @ 
Copyright Office 





Probate code of the State of California. 


CALIFORNIA. Laws, statutes, etc. 

The Code of civil procedure of the State 
of California [and The Probate code of 
the State of California] 1949. With 
amendments to and including the 199 
regular session of the California 
legislature. 1v. © Bender-Moss Co.; 
26Seph9; AA130203, 





Probate code of the State of California. 
© Bancroft-Whitney Company. 


see 


Deering's Probate code of the State of 
California, 





Probate court practice in the District of Columbia. 


MERSCH, VICTOR SYLVESTER, ed. 
Probate court practice in the District of 
Columbia. 2ded. Washington, 1952; 
3 v. © on additions & revisions; Wash- 
ington Law Book Co,; 2Jun52; A67965. 


I. Bowe, William Joseph. 
Il, Washington Law Book Company, Washing- 
ton, D. C. 


Library of Congress /r 
Copyright Office 





AA 860 
Probate courts of Massachusetts. 


see 


Baker, Kirby §S 


vf 2-8-46 





Probate law. 


OHIO, LAWS, STATUTES, ETC, 

Probate laws: practice and forms; a 
complete Ohio probate manual, by 
Harry Lewis Deibel. 5th ed. 
[First pub. in 1924 under title: 
The Ohio probate code] Banks- 


Baldwin Law Pub. Co. 728 p. 
© William Edward Baldwin; 26May54; 


A139753. 


I. Deibel, Harry Lewis, ed. 
II. Baldwin, eo. Edward. 
Phaw 


Library of Congress 
Copyright Office 





The probate law and practice of the 
State of Indiana. 
HENRY, GEORGE ADAMS. 
The probate law and practice of the 

State of Indiana. Vol. 1. 6th 
ed., by John S. Grimes. 969 p. 

© Bobbs-Merrilil Co., inc.; 18Jun54; 
Al44561. 


I. Grimes, John S., ed. 
II. Bobbs=Merrill Company, inc. 


| r/yb 
Library of Congress 


Copyright Office 





The probate law and practice of the state of 
Indiana. 
Henry, George Adams, 1853-— 


The probate law and practice of the state of Indiana, by 
George A. Henry. 5th ed., by Smiley N. Chambers... Indian- 
apolis, The Bobbs-Merrill company ,1946, 


2v. 264%. 
Paged continuously. 


1, Probate law and practice—Indiana. 1. Chambers, Smiley Newton, 
ed 


47-482 
© 19Dec46 ; 2c 29Dec46 ; publisher; A9469. 


Library of Congress & 4 





The probate law and practice of the 
State of Indiana. 
HENRY, GEORGE ADAMS. 
The probate law and practice of the 

State of Indiana. Vol. 2. 6th ed. 
by John S. Grimes. © Bobbs- 
Merrill Co., inc.; 23Jun54; 
A148329. 


I. Grimes, John S., ed. 
II. Bobbs-Merrill Company, inc. 


Library of Congress @ 


Copyright Office 





The probate law and practice of the State of Indiana. 


HENRY, GEORGE ADAMS. 

The probate law and practice of the 
State of Indiana. Vol. 3. 6th 
ed., by John S. Grimes. © Bobbs- 
Merrill Co., inc.; 24Nov54; 
A163123. 


I. Grimes, John S., ed. 
II. Bobbs-Merrill Company, inc. 


Library of Congress @ 
Copyright Office 





Probate practice. 


HENDERSON, JAMES MAX, 

Probate practice; a treatise on procedure 
in administration of decedents' estates, 
guardianship and adoption of children in 
the states of Arizona, California, Colo- 
rade, Idaho, Montana, Nevada, New 
Mexico, North Dakota, Oklahoma, Oregon, 
South Dakota, Utah, Washington and 
Wyoming, with forms and tables of 
statutes and cases cited, 2ded,, by 
Curtis Hillyer, Vol, 1[-2] 2:v. 


5 


(continued on next card) 


Library of Congress 
Copyright Office A50838 dr/r 





HENDERSON, JAMES MAX, 
Probate practice... (Card 2) 


© on revisions & additions; Bancroft- 
Whitney Co,, San Francisco; 27Nov50; 


A50837, A50838, 


I, Hillyer, Curtis, ed. 
II, Bancroft-Whitney Co, 


Library of Congress & 
Copyright Office 





Probate practice. 


HENDERSON, JAMES MAX. 

Probate practice. Vol. 3[-6] A treatise 
on procedure in administration of dece- 
dents' estates, guardianship and adoption 
of children in the states of Arizona, Cali- 
fornia, Colorado, Idaho, Montana, Nevada, 
New Mexico, North Dakota, Oklahoma, 


Oregon, South Dakota, Utah, Washington, 
and Wyoming, with forms, and tables of 
statutes and cases cited. 2d ed., by Cur- 
tis Hillyer and the editorial staff of me 
2- 19 
(cont. on next ce 


Library of Congress 
ee ee A53982-A53985 





‘* HENDERSON, JAMES MAX, 
Probate practice... (Card 2) 


publisher. 4v. © on revisions & addi- 
tions; Bancroft-Whitney Co., San Fran- 
cisco; 3Jan51 (in notice: 1950); A53982- 
A53985. 


I, Hillyer, Curtis, ed. 
I. Bancroft-Whitney Co. 


Library of Congress 
Copyright Office 





Probate practice and procedure simplified. 


HODGE, HERBERT. 
Probate practice and procedure sim- 
plified, annotated. 326 p. 
© Herbert Hodge; l4Feb52 (in 
notices 1951); A134823. 


Library of Congress iw 
Copyright Office 





PROBATE PROPERTY REVIEW. 

The Probate property review. The 
most complete and accurate infor- 
mational publication of its kind. 
Polder. Appl. author; Artie Aaron. 
© The Probate Property Review; 
16Nov5l1; KK70558. 


oe MAR 17 1952 





AA Probate onsearer and panesicny. 
22292 Com (Ww. C.) & co., inc:., claimant, 
Probate research and. 4 nealozy; in- 
formation of especial value to attor- 
neys, public officials, banks and 
estate beneficiaries, Chicago, We Ge 
Cox & co, 61945. 
pamphlet (15 p.) fllus. 23 1/2 
x 10cm, 


a author: \ialter Chiles Cox, 
ad 10=15=1;5; 2 c 12=29-1;5; Chicago; 
AA 22292. 
rom per afp ou 





PROBATE RESEARCH INSTITUTE. SEE 
Shapiro, Nathaniel. 





berspruche, 


M1610 TITTEL, ERNST, 1910- 

Fis a8 Sa Probate Weiberspriiche; Altdeutsch, eine 
gar heitere Symphonei fiir einen Chorus 
tapferer Mannen [by] Ernst Tittel, op.43. 
[Principally close score: TTBB] © L, 
Schwann Verlag, Dtisseldorf; 27Jul51; 
EF0-10195, 


I, Title, 


Lib fC Revised 
ibrary of Congress 
Copyright Office eS 18Apr52 





‘PROSBATHINE, A FURTHER ADVANCE IN 
ANTICHOLINERGIC THERAPY. A95\27. 
SEE Searle (G. D.) and Company. 





Probation and parole. 
DRESSLER, DAVID. 
Probation and parole. 237 p. © Columbia 


University Press, New York; 30Apr51; 
A55037. 


I, Columbia University Press. 


sh/r 


Library of Congress 
Copyright Office 





Probation and social adjustment. 


RUMNEY, JAY. 

Probation and social adjustment [by] Jay 
Rumney [and] Joseph P. Murphy. New 
Brunswick, N. J., Published for Essex 
County Probation Office [by] Rutgers 
University Press, 1952. 285 p. © The 
Trustees of Rutgers College in New 
Jersey; 30Dec52; A77693. 


I, Murphy, Joseph P., joint author. 
Il, Rutgers University, New Brunswick, N, J. 
Trustees of Rutgers College in New Jersey. 


Library of Congress j/* 4 
Copyright Office 





The probation in.societies of quasireligious. 


WATERS, JOSEPH LOUIS, 

The probation in societies of quasi- 
religious; a historical synopsis and a 
commentary. [Thesis] 135 p. (Catholic 
University of America, Canon law 
studies, no. 306) © The Catholic Univer- 
sity of America Press, inc., Washington; 
13Apr51; A54626, 


I, Catholic University of Bacup Hi: 
MAL 


Library of Congress 
Copyright Office mds/r 





Probation inthe light of criminal 
statistics. 


TIMASHEFF, NICHOLAS SERGEYEVITCH. 
Probation in the light of criminal statis- 
tics. New York, D. X. McMullen Co, 

47 p. (Fordham University studies, 
Social sciences series, no. 3) © Ford- 
ree ap Press, New York; 9F eb49; 


I, Fordham University Press. 


Library of Congress 
Copyright Office 





Probation Officer. 
SCHWARTZ, WILLIAM HAROLD. 


Probation Officer, a carefully com- 
piled civil service course book, 
designed to provide the applicant 
with the materials essential to 
adequate preparation for this exam. 
New York, National Institute for 
Home Study. 85 1. illus, 
(National qualified civil service 
home study course book) © William 
H. Schwartz, d.b.a. National Insti- 
tute for Home Study; 6Sep48; A27627. 


I. National In- Ou. for Home 


Library of Congress 
Copyright Office udy, New York, 


egm/r 





, 


PROBATION OFPPICERs SEE Borets, Alvins 





Probber, Harveye 


THE HUMMIN' BIRD AND THE HUGGIN' BEAR 
w & m Harvey Probber & Jack 
Lawrence © Robert Music Corp. 
26Feb48 EU118699 





THE PROBE for use of producers, 
AA206)13, SEE Pidelity and Deposit 
Company of Maryland. 





Prober, Beatty. 


A MOTHER'S DREAM; w Beatty Prober m 
Thelma Steiman © Beatty Prober & 
Thelma Steiman 150ct51 EU253090 


ot 


V 
Library of Congress & 
Copyright Office 





Prober, Leon, 1920- 


M1630 SUKMAN, HARRY. 

2 Lah-dl-ee-o; lyrics by Leon Pober, music 

a) by Harry Sukman, © Don Miller Music 
Corp., Chicago; 26Jul51; EP56314., 


I, Title. [II. Pober, Leon, 1920- 


Library of Congress & 
Copyright Office 





Prober, Leon, 1920- 


M1630 BUSCH, LOUIS F 1910- 

«2 Lemme go; words by Leon Pober, music 

-B [by] Lou Busch, 40¢ © George Paxton, 
inc., New York; 17Dec51; EP60030, 


I, Title. [II. Pober, Leon, 1920- 


Library of Congress Se 
Copyright Office 





Prober, Leon. 


THE TICK TOCK SONG ©@w & m Leon 
Pober 22Marl,8 &U121962 


Library of Congress oS 


Cepyright Office 





Prober, Xandra,. 


WILL YOU m Louis Tobin © w Xandra 
Prober 40ct48 EU144878 





ROBERT, Irene. Transcriptions. 
AA137200. SE Probert, Marke 


© JAN 1 6 1950 





PROBERT, MARK. 
Transcriptions; featuring the para 
normal phenomene of Mark Probert. 
1 ve © Mark & Irene Probert, 
San Diego; 50ctl9; AA1457200. 


dy JAN 1 6 1950 





PROBERT, Sidney H. 
The case of the careless cop. DU253\0. 
SEE Wilding Picture Productions, inc. 


FEB 2 8 1950 





PROBERT, Sidney H. 
The people say. DU25876. SEE Wilding 
Picture Productions, inc. 


@ NOV 17 1959 





PROBES, WILSON ANDREW. 
Greenhorn instructions. A912). 
SEE Purdy, Willie Columbus. 





AA 30653 
Probhu and the tiger. 
see 


Ulstrom, Catherine D 


afp 1-10-,7 





AA 30652 


Probhu and the tiger. [Manual to be 
used with accompanying picture book] 


see 


Ulstrom, Catherine D 


afp 1-10-l7 





Probie. 


Brown, Jo, 1915- 
Probie. ,Rutherford, N. J., 1947, 


lv. (unpaged) of illus. 21cm. 


1. American wit and humor, Pictorial. 2. Nurses and nursing—Anec- 
dotes, facetiae, satire, ete. I. Title. 


NC1429.B8513 741.5 47-7625* 


© Nightingale Press, inc., East Rutherford, N. J., 23May47; 
A15969. 


Library of Congress 6 fas) 





Probieren geht tiber studieren. 
M1735 VESELY-RAYMOND, FRIEDRICH, 1900- 
Be 4 Probieren geht iiber studieren; Schunkel- 
-V walzer, Musik: Fred Raymond [pseud. | 
Text: Walter Rothenburg, © Edition 
Insel-Ton der Insel-Film, GmbH., Insel 
Reichenau/Bodensee, Ger.; 30Dec51; 
EF 0-14059. 


I, Title. [II, Rothenburg, Walter R.] 


Library of Congress 
Copyright Office 





Probieren geht uber studieren. 


VESELY-RAYMOND, FRIEDRICH, 1900- 
Probieren geht uber studieren; Text von 

Walter Rothenburg, Musik von Fred 
Raymond [pseud., arr. by A. Ernst Jager] 
(With Storch, Eberhard, Das ist noch 
viel zu wenig) [Piano-conductor score 
(orchestra, with words) and parts] 
© Edition Insel-Ton der Insel Film, 
G.m.b.H., Insel Reichenau/Bodensee; 
15Jan52; EFO-17146. 


Ernst, 1913- ] 


I. Title. [II. er Walter R. 


TI, pe SPEongss 


Copyright Office 





Probierts éinmal mit mir! 


M1703 KILLER, FRITZ, 1905- 

Le Probier's einmal mit mir! L&ndler, Worte: 

cK Gustav Kutschker u. Hans Werner, Musik: 
Fritz Killer. © Hermann Schneider 
Musikverlags K.G., Wien; 120ct53; 
EFO0-25547, 


I, Title. [II, Kutschker, Gustav, 1903- 
lil, Werner, Hans, 1898- ] 


Library of Congress @ 





A5 889 
Probing one of war's unsolved mys- 
teries. (lst instalment) 


see 
Lyons, Louis M 


Veteran mountain climber aids army 
in daring search for ill-fated plane. 


mbm )-26-l16 





A5 890 
Probing one of war's unsolved mys- 
teries. (2d instalment) 


see 
Lyons, Louis M 


Search party braves sheer ice cliffs 
to reach wreckage of army plane. 


mbm 1, -26-l.6 





A5 891 


Probing one of war's unsolved mys- 
teries,. (3a instalment) 


see 
Lyons, Louis M 

Plane wreck on icy mountain ledge 
fails to yield bodies of 19 lost GIs. 


mbm )-26=l6 





A5 892 
Probing one of war's unsolved mys- 
teries. (hth instalment) 


see 
Lyons, Louis M 


Explorer's graphic diary entries tell 
drama of climb to reach plane. 


mbm ):-26-l6 





A5 893 
Probing one of war's unsolved myster- 
ies. (Last instalment) 


see 


Lyons, Louis M 
Searchers uncover plane wreck but fail 
to find any of 19 dead. 


mbm l,-26-1,6 





PROBLEM, - Stewart Berr. 
© 1oFeb22, poneTeLeT. R58168, 6Peb50, 
Le Stewart Barr (A) 





THE PROBLEM; w, m & © Tillie Mosson 
Frankfurter 8Jan52 EU260537 


Library of Congress @ 
Copyright Office 





THE PROBLEM; w, m & © Gladys Eliza- 
beth Mullholand 9Sep52 EU287260 


Library of Congress 
Copyright Office 





THE PROBLEM; w, m & © Thomas G. Scott 
28Nov52 EU295698 


Library of Congress © 
Copyright Office 





THE PROBLEM. AA213621,. SEE 
BlaweXnoax Companye 





THE PROBLEM. DU53579~. SEE Darrigo, John 
James. 





The problem-analysis chart. SEE 
Ingram, Harold &. 





PROBLEM: Beauty plus easy maintenance 
wanted for Childrens Memorial 
Hospital. KK70781. SEE Goodall 
Fabrics, inc. 





Problem book in strength of materials. 


ray, Robert C 

Problem beok in strength of materdals. 
Fayetteville, ark., 197. 

iv, 2167 pe’ illus, 22¢@r. 


ie euthor, Fayettevitie, Ark.; 
LAprif7s 41a5161),. 


vf ¥OJu1);7 





Problem book in the theory of functions. 


KNOPP, KONRAD. 

Problem book in the theory of func= 
tions. Vol. 2: Problems in the 
advanced theory of functions; 
translated by Frederick Bagemihl. 
138 p. © on translation; Dover 


Publications, inc.; 31lAug53 (in 
notice: 1952); A109945. 


I. Bagemihl, Frederick, tr. 
II. Dover Publications, inc. 


Library of Congress oS bj fe 








Problem check list for teachers. 
SEE Kostick, Max Martin. 





THE PROBLEM child. SEE Quinto, Eleanor M. 
Bear. The lady said "no." 01012577. 





PROBLEM child. PD ump. 8531. See 
Wilding picture productions, inc. 





Problem consultant, SEE Evans, 
Viola Christina. 





Das Problem der Schizophrenie. 


SCHULTZ-HENCKE, HARALD. 

Das Problem der Schizophrenie; 
analytische Psychotherapie und Psychose. 
Stuttgart, 1952. 308 p. © Georg 
Thieme Verlag; 1Sep52; AF0-8940. 


I, Thieme (Georg) Verlag. 


Library of Congress 
Copyright Office 





The problem drinker. 


HIRSH, JOSEPH. 
The problem drinker, New York, Duell, 
Sloan and Pearce, 211 p. illus. 
© Joseph Hirsh; 28Jan49; A29784, 
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Corp. EU259794. Notice 15Ju154 
v24 p398 


Library of Congress 
Copyright Office 





A PROBLEM IS SOMETHING TO SOLVE; w & m 
Ernest C. Watson © Guilford Music 


Pub. Corp. 29Dec51 EU259794 


JAN 16 1959 


Library of Congress es 
Copyright Office 





Problem manual in corporation finance. 
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tration, Univ. of California. 
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Library of Congress S 
Copyright Office bj/ 





Probleme der kosmischen Physik. 


SCHNEIDER*CARIUS, KARL. 
Die Grundschicht der Troposphdre. 
(Probleme der kosmischen Physik, 
Bd. 26, hrsg. von Heinrich Sieden= 
topf und Heinrich Vogt) 168 p. 
© Akademische Verlagsgesellschaft, 


Geest & Portig K.=*G.3 16Ju153; 
AFO#11777. 


I. Siedentopf, Heinrich, ed. 
II. Vogt, Heinrich, ed. 
Library of Congress w Cont'd. on next card. 


pjiA- 





SCHNEIDER-CARIUS, KARL. 
Die Grundschicht der Troposphire. 
Card 2. 


III. Akademische Verlagsgesellschaft 
Geest und Portig K.»*G. IV. Title. 


V. Title: Probleme der kosmischen 
Physik. 


AFO=11777. 


Library of Congress oS 





Probleme der Lyrik. 
BENN, GOTTFRIED. 


Probleme der Lyrik. 48p. © Limes 
Verlag, Wiesbaden; 6Sep51; AF0-5816. 


I, Limes Verlag. 


Library of Congress G 
Copyright Office 





Probleme der Morphologie, Cytochemie, und Wuchsform 


des Tuberkuloseerregers, 
BASSERMANN, FRIEDRICH JACOB. 

Probleme der Morphologie, Cytochemie, 
und Wuchsform des Tuberkuloseerregers. 
Stuttgart, 1953. 98 p. illus. (Tuber- 
kulose-Biicherei, Monographien zur 
Monatsschrift "Der Tuberkuloseartz") 
© Georg Thieme Verlag; 27Mar53; 
AF0-10937, 


I. Thieme (Georg) Verlag. 


Library of Congress @ 
Copyright Office 





Probleme der Naturwissenschaften, 


erlautert am Begriff der Mi 
NIGGLL PAUL. Mineralart,. 


Probleme der Naturwissenschaften, 
erlautert am Begriff der Mineralart. 
240 p, illus. (Wissenschaft und Kultur, 
Bd. 5) © Verlag Birkhauser, A:G., Basel 
24May49; AF10382. 


L Verlag Birkhauser, A.-G. 


Library of Congress 
Copyright Office 





Probleme der Ohrphysiologie und neue 
Ldsungsversuche 94 p. 
KRAUS, MAX. 
Probleme der Ohrphysiologie und 
neue Lésungsversuche 94 p. 
© Springer Verlag; 24Sep53; 
AFO-12654. 


I. Springer Verlag OHG., Vienna. 


Library of Congress & bJA 


Copyright Office 





Probleme der Schmerzausschaltung unter der 


burt auf der Grundlage der Lehre Pawlows. 
Geburt QTkOLATEWA, ALEXANDRA, ed. 


Probleme der Schmerzausschaltung 
unter der Geburt auf der Grundlage 
der Lehre Pawlows; zusammenge =~ 
stellt von A. Nikolajewa und 
H., Schaldach. 44 p. © VEB Verlag 
Volk und Gesundheit; 20Aug53; 
AFO-12182., 


I. Schaldach, Herbert, joint ed. 
II. Volk und Gesundheit, Verlag. 


Library of Congress @ bj/, 





Probleme der Versorgungswirtschaft. 


VOGT, HANS. 
Probleme der Versorgungswirtschaft, 
264 p. illus. © Verlag von R. Olden- 
bourg, Miinchen; 28Jan50; AF0-1243, 


I. Oldenbourg (R.) Verlag. 


jb/r 


Library of Congress eS JUL 11 1959 


Copyright Office 





Probleme des Hypophysennebennierenrindensystems, 


FREIBURG I. B. UNIVERSITAT. MEDIZI- 

NISCHE KLINIK. 

Probleme des Hypophysennebennieren- 
rindensystems; erstes Freiburger 
Symposion an der Medizinischen Univer- 
sitits-Klinik, vom 8. bis 10. Juni 1952. 
Schriftleitung: L. Weissbecker. Berlin, 
1953. 243 p. illus. © Springer-Verlag 
OHG.; 18Feb53; AF13333. ? 


I, Weissbecker, Ludwig, ed. II. Springer- 
Verlag OHG., Berlin. 


Library of Congress @ ie 


Copyright Office 





PROBLEME des Konsumkredits, mit 
Beitrigen von Arthur Lisowsky, 
Richard Blichner, Valentin F. 
Wagner [et al.] 155 P« illus. 
© Rascher & Cie, A.-G., Verlag, 
Zurich; 12Jan5; AF6521. 


I. Lisowsky, Arthur. II. Bulchner, 
Richard. III. Wagner, Valentin F. 
TV. Rascher & Cie. AG, (1) 


Library of Congress & ebe / Pp 


Copyright Office 





Le probléme des pyramides d' Egypte. 


LAUER, JEAN PHILIPPE. : 
Le probléme des pyramides d’ Egypte. 
Pref, d’Etienne Drioton. 229 p. illus. 
© Payot, Paris; 18Nov48; AF9301. 


I, Payot. 


Library of Congress 
Copyright Office 





Le probléme des raccordements par un arc de 
clothoide. 
FIORINA, ETIENNE JEAN, 

Le probléme des raccordements par un arc 
de clothofde; 4 l'usage des ingénieurs et 
architectes du génie civil, 45 p, illus, 
© Société générale d'imprimerie s,a,, 
Genéve; 20Feb50; AF0-2247, 


I, Société générale d'imprimerie s,a, 


JAN 9 Q 7951 


mds 


Library of Congress & 
Copyright Office 





Probleme des selbstmordes. 


Schwarz, Fritz, 1887-— 
... Probleme des selbstmordes, mit 11 figuren im text und 10 
abbildungen auf kunstdrucktafeln. Bern, H. Huber ,1946, 


128 p. plates, facsim., diagrs. 23™. 


“Literatur” : p. 125-128. 


1. Suicide. 1. Title. 
HV6545.83 364.38 47-17645 
© 15Nov46; 1c 12Dec46; Verlag Hans Huber; AF2293. 


Library of Congress 





Le probléme du cancer. 


DAELS, FRANS, 

Le probléme du cancer, Genéve, Editions 
"L'Effort humain,” 189 p, © Elisabeth 
Hayem, proprietor of Maison d'édition 
"L'Effort humain” (in notice: Editions 
"L'Effort humain"); 15Jun50; AF0-3071, 


I, Editions "L'Effort humain," 


Library of Congress 
Copyright Office 





Le probléme du cancer. 


LABORDE, SIMONE. 

Le probléme ducancer. 285 p. illus. 
(Encyclopédie scientifique. Bibliothéque 
de biologie générale) $ Gaston Doin & 
Cie, Paris; 30Jun51; AFO-5759. 


I. Doin (Gaston) et Cie. 


Library of Congress 
Copyright Office 





Le probléme du. chef 


Arthus, Henri, 1894- 
Le probleme du chef. Paris, Organisation “a la Frangaise” 


(1947, 


viii, 253 p. 20cm. 


1. Leadership. I. Title, 
HM141.A7 301.155 47-25485* 


© 1Apr47; Organisation “a la Frangaise,” Paris; AF3309. 


Library of Congress e oy 





Probléme du remplissage des 
conduites circulaires. SEE Omaro. 
Curseur & réglette Omaro. 





Le probléme monétaire. 


Pernotte, A J 
... Le probléme monétaire. Paris, Editions Iris, 1944. 
116 p.,21. 243. 


2 
© 50Dechi}: le 29Au ; blisher; 
Po 9Augh5; publisher; 


1. Money. 2. Money—France. 
45-18745 


Library of Congress @ HG221.P38 
12) 382.4 





« Ei , 
Le probleme moral et la pensee de Sartre. 


JEANSON, FRANCIS. 

Le probléme moral et la pensée de 
Sartre. Lettre-préf. de Jean Paul 
Sartre. 372 p. (Collection 
"Pensée et civilisation") 
© Editions du Myrte, Paris; 30Dec47; 
AF8576. 


I. Sartre, Jean Paul. 
II. Editions du Myrte. 


Liprarey cf Congres Se 
Cepyright Office 





Probleme noir & paradoxe blanc. 


EISENBERG, ROGER OSIAS. 

Probléme noir & paradoxe blanc; lettre a 
l'Amérique chrétienne de la part d'un juif 
frangais, écrit simultanément en frangais 
et en anglais, Negro problem & white 
paradox; letter to Christian America from 
a French Jew, written simultaneously in 


English and French, [This bilingual issues 


which is due to an international, “inter- 

colored" and interconfessional subscrip- 

tion, has been reserved to its subscribers] 
NOV 2 2 1950 

e (cont, on next card) 


AF0-2880 ma/r 


Library of Congress 
Copyright Office 





EISENBERG, ROGER OSIAS., 
Probléme noir & paradoxe blanc... 
(Card 2) 


53 p. illus. © Roger Osias Eisenberg, 
Paris; 17Jun50; AF0-2880, 


ma/r 


Library of Congress 
Copyright Office 





Le probléme politique et la démocratie. 


Parodi, Dominique, 1870- 
... Le probléme politique et la démocratie, par Dominique 
Parodi ... Paris, Presses universitaires de France, 1945. 


8 p. 1, 159, (1) p. 224. (Bibliothéque de philosophie contemporaine. 
Histoire de la philosophie et philosophie générale, section dirigée par 
Emile Bréhier) 


“1'e édition, 28 février 1945.” - 
© 28Febl5; le 300cth5; publisher;AF317. 
1, France—Pol. & govt.—1870- 2. Democracy. I. Title. 
(Full name: Dominique Hippolyte Tite Marius Parodi, 
46-20842 


Library of Congress e JN2593 1945.P3 
123 321.8 





Le probléme scolaire en Alsace et en 
Lorraine. 


SENGER, JULES. 

Le probleme scolaire en Alsace et en 
Lorraine; le regime confessionnel, le 
bilinguisme [per] Jules Senger et Paul 
Barret. 138 p. © Les Editions Temps 
futur, Paris; 2Jan49; AF10546. 


I, Barret, Paul, joint author. 
Il. Editions Temps futur,. 


Library of Congress S 
Copyright Office 





Le probléme synoptique. 
VAGANAY, LEON, 
Le probléme synoptique; une hy- 
pothése de travail. Préf. de 
L. Cerfaux, 474 p. © Desclée & 
Co., éditeurs; 1Feb54; AFO-13797. 


I. Desclée et compagnie. 


Library of Congress 
Copyright Office 





Problemen der onsterfelijkheid. 


BOEKE, JAN. 

Problemen der onsterfelijkheid; leven, 
dood, levensduur en onsterfelijkheid, 
biologisch beschouwd. Amsterdam, J. M. 
Meulenhoff. 246 p. illus. © J. Boeke; 
20ct41; AF9105. (ith print,, pub. 1947, 
accepted for 1941 issue) 


Library of Congress 
Copyright Office % ekd/mg 





Problemer omkring kunstig inseminasjon hos mennesket, 


LQVSET, JGRGEN. 

Problemer omkring kunstig inseminasjon 
hos mennesket. Bergen [1952] 15 p. 
© J. W. Eides forlag a/s; 14Jul52; 
AF0-8470. 


I, Eides (J. W.) forlag a/s. 


Library of Congress 
Copyright Office 





Problémes actuels. 
DUPIN, JEAN. 

Problémes actuels. Lettre préf. de 
Georges Duhamel. 260 p. (Le 
Monde dtaujourd'hui) © Editions 
du Rocher, Monaco; 30Dec46; AF8330. 


I. Editions du Rocher. 


Library of Congreee = 
Copyright Office 





Problémes actuels de virologie. 
HAUDUROY, PAUL, ed. 
Problémes actuels de virologie, par 
P. Hauduroy et [al.] 157 p. 
© Masson et Cie; 25May54; AFO-15008. 


I, Masson et compagnie. 


Library of Congress 
Copyright Office 





Problémes concrets "eo fone tionnelle. 


LEVY, PAUL. 

Problémes concrets d'analyse fonctionnelle; 
avec un complément sur les fonctionnelles 
analytiques, par F. Pellegrino. 2. éd. des 
Legons d'analyse fontionnelle. 484 p. 
(Collection dé monographies sur la théorie 
des fonctions) © Gauthier-Villars, 

Paris; 30Mar51; AF0-4829. 


I, Pellegrino, Franco. 
Il. Gauthier-Villars. 


Library of Congress a 
Copyright Office pains 3 0 1951 





Problémes dtarithmétique appliquée a l'agri- 
culture gt a 1*6éGonomie rurale. 
YEZOU, NOEL, 

Problémes d'arithmétique appliquée a 
‘agriculture et a l'économie rurale; 
manuel & l'usage des établissements 
d'enseignement agricole et ménager 
agricole. Pref. de Edmond Quittet, 
[Ploneis, France, 1952] 335 p. © Noél 
Yézou; 15Sep52; AF0-8879, 


Library of Congress 
Copyright Office 





Problémes d'économie internationale. 


WEILLER, JEAN, 

Problémes d'économie internationale, 2: 
Une nouvelle experience: L'organisation 
internationale des échanges, La politique 
économique des Etats-Unis, Les nouvelles 
institutions internationales et la coopera- 
tion économique, Esquisses de révision 


theorique. 333 p. © Presses universi- 
taires de France, Paris; 12Sep50; 
AF0 -3667, 


I, Presses universitaires de France, 


Library of Congress 
Copyright Office oO pFA% 7 yaR{ 





Problémes d'électricité industrielle avec 
schémas et solutions. 
HARANG, FERNAND, 

Problémes d'électricité industrielle avec 
schémas et solutions, l'usage des 
écoles et cours d'enseignement technique, 
4, ed., rev, et augm, [First published 
under title: Electricité industrielle, 
problémes élémentaires avec schémas] 
265 p. illus, © on revisions & addi- 
tions; Dunod, Paris; 4Sep50; AF0-2972, 


I, Dunod, JAN 1.8 195! 


Library of Congress S 
Copyright Office sh/r 





Problémes dtélectricité industrielle 
avec schémas et solutions. 


HARANG, FERNAND. 

Problémes d'électricité industrielle 
avec schémas et solutions. A 
l'usage des écoles et cours 
d'enseignement technique. as GOs 
nouv. tirage. 261 p. illus. 
© Dunod, Paris; 10Jull7; on re- 
visions; AF6615. 


I. Dunod, firm. (1) 


Library of Congress & 
Copyright Office 





Propléemes d’électrotechnique 4 l’usage des 
ingenieurs, 
FOUILLE, ALBERT. 


Problemes d'électrotechnique a 
l'usage des ingénieurs. Préf. 
de P. Boucherot. 2. ed. 
Paris, 1948. 291 p. illus. 
(Bibliotheque de 1'enseignement 
technique) © Dunod; 30Dec47; 
on revisiong; AF8070. 


I. Dunod. 


Library of Congress ¢ 
Copyright Office 





Problémes d'urbanisme. 


BARDET, GASTON. 
Problémes d’urbanisme. [Nouv. éd, rev, 
et augm.| 304p. illus. © Dunod, 
Paris; 10Jul48; AF9511. 


I, Dunod., 





Lies problémes de 1’ Atlantide. 
NACHIN, LUCIEN. 

Les problemes de l'Atlantide, confé- 
rence au concours spécial de 1'école 
spéciale militaire de St-Cyr. 
[Paris] Centre de perfectionnement 
technique et administratif. 47 p. 
illus. © Lucien Nachin & Chemin 


de fer métropolitain de Paris; 
30Jan48 (in notice: 1947); AF8223. 


I. Compagnie du chemin de fer métro- 
politain de Paris. 


Library of Congress S fn/rk 


Copyright Office 





Problémes de la danse. 


BRILLANT, MAURICE. 
Problémes de la danse. Colin. 
224 p. © Max Leclerc et Cie; 
15Jun53; AFO-11556. 


I. Leclere (Max) et compagnie. 


Library of Congress wi : F/M 





Probiémes de la paix 


George , Pierre, 1909- 

Problémes de la paix: la marche julienne, le Rhin, 
lAutriche; présentation d’ André Cholley ... ;Paris, Editions 
Raisons d’étre ,1946, 

2p. 1, 7-221, (2; p. 184™. (On cover: Explication de Notre temps) 


At head of title: P. Georges, H. Grimal, F. L’Huillier. 


1, World war, 1939-1945—Territorial questions. 1, Grimal, Henri, 
1910- joint author. um. L’Huillier, Fernand, 1905- joint author. 
11. Title. 

D820.T4G4 940.531424 47-20266 

© 15Sep46; 1c 10Mar47; -Editions Raisons d’étre, Paris; 
AF6094. 


Library of Congress & (2) 





Les problémes de la vie 


Guyénot, Emile, 1885- 
Les problémes de la vie. Genéve, Les Editions du Cheval 
ailé, C. Bourquin ,1946, 


289 p. 21™. (Bibliothéque du Cheval ailé) 


1. Heredity. 2. Evolution. 3. Animals, Habits and behavior of. 
i. Title. 


(Full name: Emile Louis Charles Guyénot; 


QH309.G85 574 47-23896* 
© 15Nov46; 1c 2i1Jan47; Constant Bourquin, Geneva; 
AF3106. 


Library of Congress aS ly 





Problémes de propagations guidées des ondes 


t é 
se rome ROGIAE, LOUIS, prince de. 
Problémes de propagations guidées des 


ondes électromagnétiques. 2. éd. 
118 p. illus. © Gauthier-Villars, Paris; 
2Jan51; AF0-4083. 


I. Gauthier-Villars. 


Library of Congress 
Copyright Office 





Probl Smes de statique eraphique et dé résis- 
tance des materia 
ROY, LOUIS. 

Problémes de statique graphique et de 
résistance des matériaux, & l'usage des 
éléves de l'Ecole nationale superieure 
@électrotechnique et d'hydraulique, et 
des candidats au certificat de mécanique 
appliquée. 2. éd. rev. etaugm. 138 p. 
illus. © on revisions & additions; 
Gauthier-Villars, Paris; 30Apr50; 
AF0-2082, 


. Gauthier-Villars. 


Library of Congress eS 
Copyright Office ekd/ r 





Problémes de trigonométrie sphérique. 


LE CALVE, AMEDEE. 

Problémes de trigonométrie sphérique, 
astronomie, navigation, théorie du navire. 
Enoncés et solutions & l'usage des 
candidats aux examens de la Marine 
marchande, 181p. illus. © Gauthier- 
Villars, Paris; 15May50; AF0-2145, 


J. Gauthier-Villars. 


am/r 


tdi 
Library of Congress 
Copyright Office 





Problémes du catholicisme frangais. 
SEE Faure, Lucie, 





Problémes du mariage et de la famille. 


PIERRE, MARCEL, 
Problémes du mariage et de la famille [par] 
André Balbigny [pseud.] Paris [1952] 
351 p. © Editions M, Pierre; 1Dec52; 
AF0O-9785, 


I, Pierre (M.) Editions. 


Library of Congress @ 
Copyright Office 





Problemes économiques de la television 

frangeise. 

CORDONNIER, JOSEPH G, 

Problémes économiques de la télévision 
frangaise; servitudes techniques, pos- 
sibilités commerciales, perspectives 
financiéres. Préf. de Robert Buron, 
235 p. illus. © Dunod, Paris; 6Jun50; 
AF0-2358., 


Dunod, Noy ~ 2 1950 


Library of Congress /r 
Copyright Office 





Problémes et exercices 


Compagnie du chemin de fer métropolitain de Paris. 

. Problémes et exercices, proposés aux éléves des cours 
préparatoires au concours pour le titre d’aspirant des sessions 
1941-42, 1942-43, 1943-44, 1944-45 ... par Jacques Leroy ... 
Session 1945-1946. Paris, 1946, 


2v. diagrs. 2337. 


At head of title: Chemin de fer métropolitain de Paris. Direction du 
personnel, cours préparatoires aux concours et examens, 
al Fi Bd 


(Continued on next card) 
47-18963 
, (2) 





Problémes et exercices 


Compagnie du chemin de fer métropolitain de Paris. 
Problémes et exercices ... 1946, (Card 2) 


1. Mathematics—Problems, exercises, ete. 2. Electric engineering— 
Problems, exercises, etc. 3. Railroads—Employees—Education and train- 
ing. 1. Leroy, Jacques. 


QA43.074 510.76 47-18963 


© 30Jun46; 1c ea. 22Jan47; Jacques Leroy & Chemin de fer 
métropolitain de Paris, Paris; AF 2592, AF2594. 


Library of Congress Se (2) 





Problemes humains du machinisme industriel 


Friedmann, Georges, 1902— 
Problémes humains du machinisme industriel. 
limard ,1946, 
387 p. diagr. 
Bibliographical footnotes. 


(Paris, Gal- 
23cm. (Machine et humanisme. 2) 

1. Efficiency, Industrial. 1. Title. wu. Series. 

658.01 47-25424* 


T58.F86 
© 30Dec46; 1c 83Jun47; Librairie Gallimard, Paris; AF3186. 


Library of Congress 





héoriquées é6t pratiques 
de la planification 


Bettelheim, Charles. 


... Les problémes théoriques et pratiques de la planification. 
Cours professé a l’Ecole nationale d’organisation économique 
et sociale. Centre national d’information économique. Paris, 
Presses universitaires de France, 1946. 


2p.1,349 p11 24™. 


At head of title: Ch. Bettelheim. 

“1r° édition.” 

“Bibliographie” : p. (835)-336. 

© 28Marh6; publisher; AF 2129. 


1, Economic policy. 2. Russia—Economic policy: I. Centre na- 
tional d’information économique (France) ua. Title. 


HD83.B43 wo 338.91 46-22293 


Library of Congress (3) 





Problemi morali del matrimonio, in due importanti 


i i di Pi 29 26 b 1952, 
aiscorsl $ adil, Pagar 26 novembre, 


Problemi morali del matrimonio, in due 
importanti discorsi di Pio XII, 29 ottobre- 
26 novembre, 1952. [Torino, 1953] 

481 p. © Marietti editori ltd.; 1Mar53; 
AF0O-11155, 


I. Marietti editori ltd. 


Library of Congress e 
Copyright Office 





PROBLEMS AFTER THE WAR AND THE EUROPEAN 
COUNTRIES APTER THE WAR, by Edward 
Reymond Turner. © 21Nov23, A765210. 
R7059,, 2lNov50, Eleanor Bowie 
Turner (C) 





PROBLEMS and cases for asset accounte 
ings AA217l.31. SEE Paton, William A. 





PROBLEMS and cases for asset account-e 
ing. Teachors'? guide. AA223569. 
SEB Paton, William A., Sr. 





Problems and emotional difficulties of 
Negro children... 
GOFF, REGINA MARY. 

Problems and emotional difficulties of 
Negro children as studied in selected 
communities and attributed by parents and 
children to the fact that they are Negro. 
New York, Bureau of Publications, 
Teachers College, Columbia University. 
93 p. (Columbia University. Teachers 
College. Contributions to education, 
no. 960) © Regina Mary Goff; 30Dec49; 
A40876. 


MAR 2 
Library of Congress 0 1950 
Copyright Office mds /r 





PROBLEMS AND EXERCISES IN ECONOMICS, 
by H. Gordon Hayes. Rev. ed. Qon 
pref. & revision, 18aug22, 4681)78. 
R56689, Jan50, H. Gordon Hayes (A) 


JAN 3.1 1950 





Problems and experience under the 
labor management relations act. 
AMERICAN MANAGEMENT ASSOCIATION. 
Problems and experience under the 
labor management relations act. 
[Papers by Charles M, Brooks, E. He 
Van Delden and William N. Margolis] 
bee ae oe (Its Personnel series, no» 
115) @American Management Assne, 


New York; 22Marl8; A16761. 


I. Brooks, Charles Me. II. Van Delden, 
Be He III. Margolis, William N, 


Library of Congress ee mds / b 


Copyright Office 





Problems and issues in public school finance, 


NATIONAL CONFERENCE OF PROFESSORS 
OF EDUCATIONAL ADMINISTRATION, 
Problems and issues in public school 

finance, an analysis and summary of 
significant research and experience, by a 
committee of the National Conference of 
Professors of Educational Administration, 
Edited by R. L. Johns and E, L. Morphet. 
New York, Distributed by the Bureau of 
Publications, Teachers College, Columbia 
University, 1952, 492 p. © National 


Litsaeyiat Consrets & (cont, on next card) 
Copyright Office A68993 r 





NATIONAL CONFERENCE OF PROFESSORS 
OF EDUCATIONAL ADMINISTRATION, 
Problems and issues,,, (Card 2) 


Conference of Professors of Educational 
Administration; 2Jul52; A68993, 


I, Johns, Roe Lyell, ed. 
Il, Morphet, Edgar Leroy, ed. 


$ Library of Congress e 
Copyright Office 





PROBLEMS AND WETHODS OF LITERARY HIS- 
TORY, with special reference to mod- 
ern Prench literature. A guide to 

raduate students, by André Morize. 
© 26Dec22, A698263. R566, 3Jan50, 
André Morize (A) 


JAN 31 1950 





Problems and opportunities in a democracy. 


CRONIN, JOHN FRANCIS. 

Problems and opportunities ina 
democracy; a course in government 
and related social studies for _ 
seniors in the Catholic high “ 
school, 755 p. © Mentzer, Bush 
& CO.;3 o5Juns4; A143763. 


I. Mentzer, Bush and Company. 


Library of Congress eC! 


Copyright Office 





Problems and opportunities of the 
class jeweler. SEE Connor, Jerry F. 





Problems and policies of decentralized management, 


AMERICAN MANAGEMENT ASSOCIATION, 
Problems and policies of decentralized 
management, [Paper by D. G. Mitchell] 
New York [1952] 28p. (Its General 
management series, no, 154) © Ameri- 
can Management Association; 28Apr52; 
A67023, 


I, Mitchell, Don G, 


Library of Congress 
Copyright Office 





Problems and principles of school 
and society. SEE Wegener, Frank 
Corliss. 





PROBLEMS AND PROJECTS IN SALESMANSHIP, 
by John Alford Stevenson. (© 22Sep23, 
A760035. R68962, 300ct50, Josephine 
R. Stevenson (W) 





eee Problems and prospects 
buying ee. 
American management association. 
... Problems and prospects in insurance buying ... 
York, N. Y., American management association, °1946, 
43 p. 23™. (Its Insurance series, no, 64) a (941; 


“Papers ... presented at the Insurance conference of the American 
management association, held at ... New York, March 11-12-13, 1946.” 


ConTENTS.—The importance of the insurance buyer’s job, by John 
Stilwell.—What’s ahead in use and occupancy? By H. C. Klein.—Ra- 
tional rates for fire insurance, by E, F, Gallagher.—American insurance 
abroad, by C. B. P. Carvalho. 


1. Insurance—Addresses, essays, lectures. 1. Title. 


46-21875 


Library of Congress So HG8052.449 
3, 368.04 





AA 19192 


Problems & solutions and questions & answers 
for Rouse--Elementary mechanics of fluids. 


see 


McNown, John § 


vf 6-5-46 





PROBLEMS course in reinforced 
concrete designs. AA6523). 
SEE Large, George Elwyn. 





PROBLEMS encountered in eaeit 
porus [t] materials. AA201581. 
SEE Amrine, James Wesley. 





Problems, engineering descriptive 
geometry. 


see 
Mummert, Harold Byron, 1909- 


Problems in the geometry of 
ing crawing. 


afp 11-19-L6 





Problems facing American Democracy. 


KIDGER, HORACE, 

Problems facing American Democracy. 
[First published in 1940 under title: 
Problems of American democracy] 758 p. 
illus, © on revisions; Ginn and Co., 

' Boston; 5Sep50; A48431, 


I, Ginn and Co. 


NOV =6 4950 


Library of Congress sh/r 
Copyright Office 





Problems facing American democracy. 


KIDGER, HORACE, 

Problems facing American democracy. 
[First pub. in 1940 under title: Problems 
of American democracy] Boston [1953] 
728 p. illus. © on additions & revisions; 
Ginn and Go.; 17Apr53; A90845. 


I, Ginn and Company. 


Library of Congress 
Copyright Office 





PROBLEMS FOR DESCRIPTIVE GEOMETRY. 
SEE Howe, Harold Bartlett. 





AA 1329 


Problems for drawing. 


see 


Smith, Seaton H 





Problems for effective legal 
researchs SEE Price, Miles O-« 





AA 1096 


Problems for elementary accounting. 


880 


et tee 


Lenke, Bernhard Carl. 


vf 6Marl7 





PROBLEMS FOR FINANCIAL ORGANIZATION 
AND MANAGEMENT, GERSTENBERG. 





PROBLEMS for quantitative analysis. 
AA225272. SEE Macalpine, John 
Kenneth Watson. 





Problems in abnormal behaviour. 


Thornton, Nathaniel. 
Problems in abnormal behaviour, by Nathaniel Thornton. 
Philadelphia, Toronto, The Blakiston company ,1946, 


xp.11,244p. 203™. 


“First edition.” 
Bibliography : p. 231;-238. 


1. Psychology, Pathological. 1. Title. 
BF173.T5 132 46-8510 
© 4Nov46; 2c 26Oct46; publisher, Philadelphia; A8302. 


Library of Congress oS (4 





Probleme in active listening. SEE 
Chicagos University. Industrial 
Relations Center. 





AA 22355problems in allocating authorit 
ponsibilities and accountabil 
Economic and business foundation. 

Problems in allocating authorities, responsibilities and ac- 
countabilities ,by,; Noel Arthur ,and, Carl S. Coler .... Pro- 
ceedings of a public forum, sponsored by the Economic and 
business foundation, New Wilmington, Pennsylvania, Febru- 
ary, 1946. ,New Wilmington, 1946, 

iv p., 11, 123-152 p. 223™. 

“The fifth in a series of public forums on ‘Human problems in business 
and Peugtt Be 

(ey) 

1. Foremen. 2. Industry—Organization, control, ete. 1, Arthur, 


Noel. ur. Coler, Carl Seymour, 1889- mr. Title. tv, Title: Human 
problems in business and industry. 


TS155.E25 @ 658.3124 46-8014 
(5) 


Library of Congress 





© 8-16-6; 2 ¢ 8-22-l:6; Edonomic & 
business foundation, inc., New Wilming- 
ton, Pa.3 AR 22555. 





PROBLEMS IN AMBRICAN CIVILIZATION, 
readings selected by the Dept. of 
American Studies, Amherst College. 
The causes of the American Revolution, 
edited with an introduction by John C. 
Wahike. 108 p. (Heath new history 
series) ©D. C. Heath and Co., 
Boston; 22Sep50; AA162893. 


oct 2 9 1990 





PROBLEMS in American civilization, read- 
ings selected by the Dept. of American 
Studies, Amherst College. [Prepared 
under the editorship of Earl Latham, 
George Rogers Taylor and George F. 
Whicher. v. 2. The Turner thesis, ed. by 
G. R, Taylor. v. 4. The transcendentalist 


revolt, ed. by G. F. Whicher] 2 v. 
(Heath new history series) D. C. Heath 
and Co., Boston; 25May49; A33450, A33451. 


(Cont. on next card) 
Library of Congress 
Copyright Office ww vp /r 





PROBLEMS in American... (Card 2) 


I, Amherst College, Dept. of American 
Studies, 

II, Latham, Earle, ed. 

Ill. Taylor, George Rogers, ed. 

IV. Whicher, George Frisbie, ed. 

V. Heath (D. C.) and Co. 


A33450, A33451 
vp/r 


Library of Congress 
Copyright Office — 





Problems in American democracy. 


PATTERSON, SAMUEL HOWARD, 
Problems in American democracy [by] 
S, Howard Patterson, A, W, Selwyn Little 
[and] Henry Reed Burch, 2d revision, 
639 p, illus, © on revisions & additions; 
The Macmillan Co,, New York; 16Jan51; 
A51477, 


I, Little, Albert William Selwyn, joint author, 
Il, Burch, Henry Reed, joint author, 
Ill, Macmillan Co, 


Library of Congress S 
Copyright Office awm/r 





Problems in Az can democracy. 


Patterson, S. Howard. 
War end reconstruction, supplement. 


& MSH 2-19-46 





Problems in American government. 


LANE, ROBERT EDWARDS. 

Problems in American government; an 
introduction to political analysis. New 
York, 1952. 373 p. © Prentice-Hall, 
inc.; 26Feb52; AA207300. 


I, Prentice-Hall, inc. 


Library of Congress 
Copyright Office 





Problems in American government. 


LANE, ROBERT EDWARDS. 

Teacher's guide for Problems in American 
government; an introduction to political 
analysis. New York, 1952. 80 p. 
© Prentice-Hall, inc.; 19Sep52; AA222907. 


I, Prentice-Hall, inc. 
II, Title. 
Ill, Title: Problems in American government. 


Library of Congress i/ 
Copyright Office 





Problems in American history. 


LEOPOLD, RICHARD WILLIAM, ed. 
Problems in American history. Richard W, 
Leopold & Arthur S, Link, editors. 
Contributors: Arthur E, Bestor, Jr. [and 
others] New York, 1952, 929 p. 
(Prentice-Hall history series) 
© Prentice-Hall, inc.; 25Apr52; A66401, 


I, Link, Arthur §S., joint ed. 
Il. Prentice-Hall, inc., New York. 


Library of Congress 
Copyright Office Pan 





PROBLEMS in American history. 
AA222),17. SEE Leopold, Richard 
Wes ede 





‘Problems in announcing for radio and television. 


BARNHART, LYLE D. 

Problems in announcing for radio and tele- 
vision. Evanston, Ill., Student Book 
Exchange, 192p. © L. D. Barnhart; 
30Jun50; A53748. 

as \ 


J 


pre © 


Library of Congress 
Copyright Office 





Problems in architectural drawing. 
ELWOOD, FRANKLIN GEORGE, 

Problems in architectural drawing, [Rev. 
and reset ed,] Peoria, [ll., C. A, Ben- 
nett, 1160p. illus, © on additions & 
revisions; Franklin G, Elwood; 10Sep50; 
A48670. 


NOV 1 0 1959 


jb/r 


Library of Congress 
Copyright Office 





Problems in architectural drawing. 
R115526. SEE 
Bush, Clinton V. 





AA 


Problems in art judgment. 


47608 Heller, Julius 





Problems in art judgment. Experi- 
mental ed, {Los Angeles, Mimeographe 
ed by Fred Crawford) c196. 

pamphiet (581.) illus. 271/2 
cl, 


“Reserve shelf": 1, 5h. 

"General bibliography": 1. 5-58. 

© 8-22-63 2 c S=-28-1:6; Julius 
Heller, Los Angeles; AA "17608. 


afp 9-10-16 


Problems in artistic wood turning, (R) 
SEE : 


Ensinger, Earl We 





Problems in Bible translation. 


SEVENTH-DAY ADVENTISTS, GENERAL CON- 
FERENCE, COMMITTEE ON PROBLEMS IN 
BIBLE TRANSLATION, 

Problems in Bible translation. 
[W. E. Read, chairman] Printed by 
the Review and Herald Pub. Associ- 
ation. 316 p. © General Con- 
ference of Seventh-Day Adventists; 
6Jun54; Al4+2414, 


I. Read, Walter E. 
II. Seventh-Da dventists. General 
@ Conference, 
Library of Congress 
Copyright Offi 





PROBLEMS IN BIOLOGY TO ACCOMPANY 
ELEMENTS OF BIOLOGY. A88168. SEE 
Greene, Robert Alonzo. 





Problems in business financee SEE 
Shattuck, Leroy A., dre 





Problems in business statistics. 


RIGGLEMAN, JOHN RANDOLPH. 

Problems in business statistics; a student's 
manual supplementing Riggleman and 
Frisbee's "Business statistics." New 
York, 1952. 95p. illus. © McGraw- 
Hill Book Co., inc.; 11Nov54; A72515. 


I, McGraw-Hill Book Company, inc. 


Library of Congress Se 
Copyright Office 





PROBLEMS IW BUSINESS WRITING. SEE 
Deviin, Frank g« 





Problems in Canadian income tax. 
SEE La Salle Extension University, 
Chicago. 





Problems in cerebellar physiology. 


MORUZZI, GIUSEPPE, 
Problems in cerebellar physiology, 116 p, 
illus, © Charles C, Thomas, Publisher, 
Springfield, Ill,; 22Nov50; A50386, 


I, Thomas (Charles C,) Publisher, 


hes/r 


Library of Congress # 
Copyright Office 





Problems in Christian apologetics. 


RAMM, BERNARD. 

Problems in Christian apologetics. 92 p. 
(The Mid-year lectures of Western 
Baptist Theological Seminary, 1948) 
© Western Baptist Theological Seminary, 
Portland, Or.; 21May49; A33855. 


I. Portland, Or. Western Baptist Theolgoi- 
cal Seminary. 


Library of Congress 
Copyright Office So 
g/mb 





Problems in college physics. 


see 
son, Bernard B 
Answers to problems 


+ oe ow AS if 
colons ohysics. 





Problems in wllege physics. 

> Watson, Bernard Bennett, 19il- 
Problems in college physics, by 

Bernard B. Watson, Ph.Ds «es Phile- 

delphia, Blakiston coo; fetc., c196) 
pamphlet (61 po) 250m. 


© 10--l6; 2 ¢ 10-7-1,6; Blakiston 
co,, Philadelphia; Af 254,726 


afp 11-13-16 





Problems in communication. SEE 
Chicago. University. Industrial 
Relations Center, 





AA 21827 


Problems in cosmic ray physics. 


see 


SBhein, Marcel. 





Problems in cost eccounting. 
Eggleston, DeWitt Cerl. R4418. 





Problems in credits and collections. 


SHULTZ, WILLIAM JOHN. 

Problems in credits and collections, by 
William J. Shultz and Hedwig Reinhardt. 
[Formerly published under the title 
Advanced credit problems] 333 p. © on 
revisions & additions; Prentice-Hall, 
ine., New York; 14Sep50; A47535. 


I, Reinhardt, Hedwig, joint author, 
Il, Prentice-Hall, inc. 


OCT 1 8 1950 


Library of Congress jb/r 
Copyright Office 





Problems in current sailing: solutions by tables and 
graphs, 
EVANS, MILDRED (SMITH) 
Problems in current sailing: solutions by 
tables and graphs. [Baltimore? 1953] 
lv. ©M.S. Evans; 19May53; A91947. 


Library of Congress e 
Copyright Office 





Problems in democratic citizenship. 


BROWN, STUART GERRY, ed. 

Problems in democratic citizenship, edited 
by.Stuart Gerry Brown, Robert Engler 
[and] Fenton A, Gage. [Syracuse? N. Y.] 
c1948-49, 4v.in3. © Maxwell School 
of Citizenship; v. 1, 2-3, 21Sep48; 


A47873; v. 4, 19Sep49; A47872. 


I, Engler, Robert, joint ed. II. Gage, 
Fenton A,, joint ed. III, Maxwell School of 
Citizenship. 


es OCT 2 4 1950 
rary of Congress oy 
Copyright Office eg/r 





Problems in democratic citizenship. 


BROWN, STUART GERRY, ed. 

Problems in democratic citizenship. 
4th rev. ed. General editor, 
Stuart Gerry Brown; editorial com- 
mittee, Webb Fiser, chairman [and 
others] 486 p. © Maxwell School 


of Citizenship; 25Sep53; A140328. 


I. Syracuse University. Maxwell Grad- 
uate School of Citizenship and Public 


Affairs. 


Library of Congress iy 


Copyright Office r ” SO 





Problems in democratic citizenship. 
SEE Brown, Stuart Gerry, ed. 





Problems in dental local anesthesia, 


NEVIN, MENDEL, comp. 

Problems in dental local anesthesia. Pre- 
pared from original material, compiled 
by Mendel Nevin; rev. and edited after 
his death by Hillard R. Nevin. Brooklyn, 
1952 [i.e. 1953] 760 p. illus. [Modern 
dentistry series] © Dental Items of 


Interest Pub. Co., inc.; 2Jan53 (in notice: 
1952); A81938. 


I, Dental Items of Interest Publishing Com- 
pany, inc. 


Library of Congress oS ibn 


Copyright Office 





Problems in developing and launching new products. 


AMERICAN MANAGEMENT ASSOCIATION, 
Problems in developing and launching new 
products [by Daniel S. Parker, Albert G, 
Crockett, and others] New York [1952] 
38 p. (Its Marketing series, no, 85) 
© American Management Association; 


28Apr52; A67031. 


I, Parker, Daniel S. 
Il. Crockett, Albert G. 


Library of Congress 
Copyright Office 





vera Problems in distribution. 
ilarvar theses versity. Grsduate school 

business em ints stration. deorje P 

Bakor Louncation, 

-e+ troblems in distribution, 
[Boston, Printed by Harvard graduate 
Ap ie of business administraetior VJ 

194.6. 

various pagin.;s, illus. 29cm. 
cliffe colle,e, nana gement training 
gram) 

coe leaves in binder, 

we L-2+1,63 2e 4-15-16; President ané 
Rea of Hary@ college, Carb: "id 5¢ 
Yass.3; sé 3218, ! “9-6 rs 





Problems in drafting & design. 


GOFF, FRANCIS L. 
Problems in drafting & design. 117 p. 
illus. © McKnight & McKnight Pub. Co., 
Bloomington, Ill.; 15Dec47; A36725, 


I. McKnight and McKnight Publishing Co, 


Library of Congress 
Copyright Office e 





PROBLEMS in economics to accompany The 
economic system. AA215686. SEE 
Grimes, Blaine Es. 





Problems in engineering drawing. 


LEVENS, Ac. So 
Problems in engineering drawing; 
series 2, by A. S. Levens and 
A. Ew Edstrom. 1 vo, illus, 
© McGraw-Hill Book Co., inGe, 
New York; 10ctl:7; on revisions; 
AA65329. 





Problems in ener oe 
SBE Hoelscher, Randolph Phils De 





PROBLEMS IN ENGINEERING DRAWING. 
SEE Levens, A. Se 





AA hou7e2v , (983°) 
; 


Problems in engineering drawing. 


sec 


Luzadder, Warren J 


vf 1-18-l7 





Problems in engineering goonetry, 
series 1, SEE Hoelscher, Randolph 
Philip. 





Problems in engineering graphics 
and descriptive geometry. SEE 
Porsch, John Howard. 





PROBLEMS in engineering graphics 
and descriptive geometry. 
AA226372. 8EE Porsch, John 
Howard, 





AA 26941 


‘ 
Problems in federal income tax pro- 


cedure. 


see 


LaSalle extension university, Chicago. 


Practical solutions; Problems in 
federal income tax procedure, 


vf 12-17-16 





Problems in Federal income tax 
training. Practical solutions. 
SEE La Salle Extension University, 
Chicago. 





Problems in foreign market researche 


2):70% Shybekay, Derso Sebeok, 1896- 

Problems in foreign market research, 
by Dr. Derso Shybekay oc- {[Minneapol-~ 
4s, Printed by Bronson, Shybekay & 
associates} ci9) 6, 

stapled sheets (15 1.) 28x 2l 
1/2em. 


Mimeographsd,. 
© 10-246; 2 € 10-6-1.6; Derso 
Shybekay, Minneapolis; AA 2703. 


afp 11-13-16 





Problems in freedom. 


BACHRACH, PETER. 
Problems in freedom. 468 p. 
© Stackpole Co.; 12Jan54; A121862. 


I. Stackpole Company. 


Library of Congress S 
Copyright Office 





PROBLEMS in general inorganic 
chemistry. AA226502. SEE 
Johnson, Otto Hallen. 





Problems in general science. 


HUNTER, GEORGE WILLIAM, 

Problems in general science, by George W, 
Hunter and Walter G, Whitman, 688 p. 
illus. © on revisions; American Book 
Co., New York; 29Jan51; A51941, 


I, Whitman, Walter George, joint author. 
Il, American Book Co, 


sh/r 


Library of Congress 
Copyright Office 





Problems in handling grievances 


Economic and business foundation. 

Problems in handling grievances ,by, M. H. Jacob, D. H. 
Gordon ,and, A. A. Desser ... proceedings of a public forum 
sponsored by the Economic and business foundation, New 
Wilmington, Pennsylvania, April, 1946. ,New Wilmington, 
1947. 


iv p., 11., 275-312 p. 23™. 
“The seventh in a series on public forums on ‘Human problems in 


business and industry’.” 
1. Grievance procedures. 1. Jacob, M. H., 1904— m. Title, 


HD6490.G7E3 658.3 47-21791 
© 1Apr47; Economic and business foundation, inc.; 


AA49362. 
(3) 


Library of Congress 





Problems in health, physical, and recreation education, 


LARSON, LEONARD AUGUST. 

Problems in health, physical, and recreation 
education; procedures for the systematic 
identification and solution of problems 
[by] Leonard A, Larson, Morey R. Fields 
[and] Milton A, Gabrielsen. New York, 


1953. 340p. illus. (Prentice-Hall 
physical education series) © Prentice- 
Hall, inc.; 30Apr53; A90201. 


I, Fields, Morey R., joint author. I. Gabriel- 
son, Milton A., joint author. III, Prentice- 
Siaiiack Comacess Hall, inc., New York. 


Copyright Office i 





Problems in kinematics. SEE 
Hinkle, Rollend T. 





PROBLEMS in kinematics and graphic 
Statics. AA57579. SEK Sahag, 
Leon M. f 





Problems in labor relations. 


SELEKMAN, BENJAMIN MORRIS. 
Problems in labor relations, by Benjamin 
M. Selekman, Sylvia K. Selekman and 
Stephen H. Fuller. I1sted. 672 p, 
[Harvard problem books] © McGraw- 
Hill Book Co., inc., New York; 1Feb50; 


A40710, 
I, Selekman, Sylvia K., joint author. 


Il. Fuller, Stephen H., joint author. 
II. McGraw-Hill Book Co., inc. 


Library of Congress 
Copyright Office md/r 





Problems in lew. (R) SEE 
Ballantine, Henry Winthrop. 





Problems in law for law school and 
bar examination review. 


BALLANTINE, HENRY WINTHROP, ed. 
Problems in law for law school and bar 

examination review; a collection of con- 
crete problems with solutions covering 
principal legal topics, by Henry Winthrop 
Ballantine, editor, and thirty-three other 
contributors. 3ded. 1462 p. © West 
Pub. Co., St. Paul; 140ct49; A37771. 


I, West Publishing Co. 
Library of Congress & hm/r 


Copyright Office 





Problems in markéting. 


MCNAIR, MALCOLM PERRINE. 

Problems in marketing, by Malcolm P. 
McNair and Harry L. Hansen. Ist ed. 
718 p. illus. (Harvard problem books) 
© McGraw-Hill Book Co., inc., New 
York; 19Sep49; A362'72. 


I. Hansen, Harry L., joint author. 
Il, McGraw-Hill Book Co., inc. 


Library of Congress 
Copyright Office os egm/r 





PROBLEMS in money and bank credit. 
Af222)\0:. SEE Leavitt, John A. 





PROBLEMS in money and bank credit. 
AA226063. SEE Leavitt, John A. 





Problems in organic chemistry. 


RIETZ, EDWARD G. 
Problems in organic chemistry, by 
Edward G. Rietz and C. B. Pollard, 
332 pe © Prentice~Hall, inc. ; 
28Aug53;3; A104759. 


I. Pollard, Cash Blair, joint author. 
II. Prentice-Hall, inc. 


Library of Congress & bj 4 H 





ying In PAN~AMERICANISM - by Senuei 
uy Inman. 30Dec21, A659,12. 
#3077, 5Jan9, Samuel Guy Inman (A) 





Problems in personal and family 
living. Manuel. SEE Nelson, 
Kenneth G. 





Problems in personnel sac iia acta 


CALHOON, RICHARD PERCIVAL. 
Problems in personnel administration. 
540 p. © Harper & Bros., New York; 
23Nov49; A38496. 


I, Harper and Brothers. 


Library of Congress 
Copyright Office 





Problems in physical chemistry. 


SILLEN, LARS GUNNAR. 

Problems in physical chemistry, by Lars 
Gunnar Sillén, Paul W. Lange [and] Carl 
O, Gabrielson. [The American ed, is 
based on the 2d Swedish ed. published in 
1951] New York, 1952. 370p. illus. 


(Prentice-Hall chemistry series) 
© Prentice-Hall, inc.; 6Mar52; A64792, 


I, Lange, Paul W., joint author. 
II, Gabrielson, Carl O., joint author. 
III, Prentice-Hall, inc. 


Library of Congress 
Copyright Office 
pyrig’ . /r 





Problems in physical science. SEE 
Henshaw, Clement Le. 





Problems in plane geometry, with solutions 


Horblit, Marcus. 


... Problems in plane geometry, with solutions, by Marcus 
Horblit ... and Kaj L. Nielsen ... New York, Barnes & Noble, 


inc. (1947, 


v,197 p. diagrs. 21™. (College outline series) 


1. Geometry, Plane—Problems, exercises, etc. 1. Nielsen, Kaj Leo, 
1914— joint author. 


QA459.H64 513.1076 47-19284 
© 24Jan47; publisher; AA46253. 


Library of Congress Ge th 





Problems in prejudice. 
Hartley, Eugene, 1912- 

Problems in prejudice [by] Eugene 
Hartley, with a foreword by Gardner 
Murphy. Morningside Heights, N. Y., 
King's crown press, 196. 


booklet (x, 12) p.) illus. 
21 1/ecn. 


Reproduced from is flee an copy. 

Bibliographys p. [123]-12u. 

© 643-26; 2c b6-l-l6; 
Eugene Le Hart ley, New York; 
AA 20497. Ss vf 7-25-l6 





PROBLEMS IN PRIORITIES. SEE 
Central National Bank of Cleveland. 


& 





Problems in prose. 


HAINES, PAUL. 
Problems in prose. 3ded. 405 p. ©on 
revisions & new selections; Harper & 
Bros., New.York; 12Apr50; A42957, 


I. Harper and Brothers, 


Library of Congress 
Copyright Office 





Problems in psychology. R83501. SEE 
Snow, Adolph Judah. 


JAN - 8 1952 





DOLGN BRAD Father: 
Problems in reading. Champaign, 
Ill., Garrard Press, 51>. De 
© Edward William Dolch; 2Janl8; 
Al621h. 





Problems in reading & writing. 


SAMS, HENRY W., ed. 
Problems in reading & writing; comp. 
and ed. by Henry W. Sams and Waldo F. 
McNeir. 590 p. illus. (Prentice-Hall 
series in English composition) © Pren- 
tice-Hall, inc., New York; 2May49; 


A32578. 


I. McNeir, Waldo F ., joint ed. 
II, Prentice-Hall, inc. 


Library of Congress S hm/rk 


Copyright Office 





Problems in real estate appraisal 
with suggested solutions, SEE 
Pree, Robert Le, comp. 





BV4012 
B57 





Problems in religion and life. 


Boisen, Anton Theophilus, 1876- 


Problems in religion and life, a manual for pastors, with 
outlines for the co-operative study of personal experience in 
social situations ,by,; Anton T, Boisen. New York, Nashville, 


Abingdon-Cokesbury press ,1946, 

159 p. 193™. 

“The minister’s professional library on the understanding of human 
nature”: p. 152-159. “Readings” at end of most of the chapters. 


1. Theology, Pastoral. 2. Psychology, Pastoral. 8. Social surveys. 
x. Title, 


BV4012.B57 253 46-7910 
© 140ct46 ; Stone & Pierce, Nashville; A6556. 


Library of Congress (7) 


Problems in remodeling. 


see 


——_ 


Petersen, Carl ” 


ARP 4-17-46 





Problems in retail merchandising. 


WINGATE, JOHN WILLIAMS. 
Problems in retail merchandising, by 
John W, Wingate, Elmer O, Schaller [and] 
Irving Goldenthal, 4thed, New York, 
1952. 309 p. (Prentice-Hall retailing 
series) © on revisions & additions; 
Prentice-Hall, inc.; 13Mar52; A65162, 


I, Schaller, Elmer Otto, joint author. 
II, Goldenthal, Irving, joint author. 
III, Prentice-Hall, inc., New York, 


Library of Congress & 
Copyright Office 





Problems in retail merchandising. 
27.03 Wingate, John W 

Solutions, Problems in retail mer- 
chandising (3d ed.) by John W. Wingate 
e.. Elmer 0. Schaller ... [and] Irving 
Goldenthal 2... New York, Prentice~ 
Hall, 19)),.6. 

booklet (vi,’1h7 p.) 2lem. 


© 10-18-63; 2 co 10-31-63; Prentice- 
Hall, inc., New York; AA 271,03. 


afp 12-9416 





PROBLEMS IN RETAIL MERCHANDISING. 
SOLUTIONS. A822)0. SEE Wingate, 
gohn W. 





PROBLEMS in solutions and dosage. 
&A229585. SEE Goostray, Stella. 





Problems in supervisione 


EMPLOYING DISABIED WORKERS IN INDUSTRY. 1 reel 
(C) 7-12-45; 2c 4-19-46, synopsis; Caravel 
films, inc., author and claimant, New Yorks 

M 432. 


emb 11-14—46 





Problems in supervision. 


ESTABLISHING WORKING RELATIONS FOR THE 
DISABLED WORKER. 1 reels 

(C) 7=1-453 2c 4-19-46, synopsis; Caravel 
films, inc., suthor and claimant, New Yorks 
M 432. 


emb 11-14-46 





Problems in supervision, 


EVERY MINUTE coUNTS (LATENESS, LOAFING, AND 
ABSENTEEISM) 1 reel, 

(C) 81-453 2c 43-46, synopsis; Herbert 
Kerkow, author and claimant, New York; 

M 364, 


emb §8611-114-46 





Problems in supervision. 


INSTRUCTING THE BLIND WORKER ON THE JOB. 

1 reel. 

(C) 6-1-45; 20 1-446, synopsis; Caravel films, 
inc., author and claimant, New Yorks; M 30. 


emb 11-14-46 





\ 
Problems in supervision, 


INSTRUCTING THE DISABLED WORKER ON THE JOB. 
1 reel. 

(C) 71245; 2c 4-19-46, synopsis; Caravel 
films, inc., author and claimant, New York; 
M 433, 


emb 1-14-46 





Problems in supervisione 


SAFETY IN THE SHOP. 1 reel, 

(C) 10-1-45; 2¢ 1-16-46, synopsis; Century 
productions, inc., author and claimant, New 
York; M 91, 





Problems in supervision, 
SUPERVISING WOMEN WORKERS. 1 reel, 


(C) 881-45; 2c 4-3-46, synopsis; Herbert 
Kerkow, author and claiment, New Yorks; M 363. 


emb 11-14-46 





Problems in supervision. 


USING VISUAL AIDS IN TRAINING. 1 reels 
(C) 81-453 2c 4-35-46, synopsis; Herbert 
Kerkow, author and claimant, New York; 
M 365. 


emb 11-14-46 





Problems in supervision. Produced by the U.S. 
Office of education. 


EMPLOYING BLIND WORKERS IN INDUSTRY. 1 reel. 
(C) 6~1=45; 20 1-446, synopsis; Caravel 
films, inc., author and claimant, New Yorks 

M 31. 


emb 11-14-46 





Problems in supervision. Instructor's mammal, 


Caravel films, ines 





PROBLEMS in supervision. AA63h06. 
SEB MeLarney, William Joseph. 





PROBLEMS in technical drawings 
A22213,- SEE Carpenter, Carley 
Franke 





Problems in the anatomy of the pelvis. 


UHLENHUTH, EDUARD. 

Problems in the anatomy of the 
pelvis, an atlas [by] Eduard 
Uhlenhuth, with the assistance of 
De Witt T. Hunter; illustrated by 
William E. Loechel. 206 € 
© J. B. Lippincott Co.; 24Jul533 


A100641. 


I. Lippincott (J. B.) Company. 


Library of Congress e 5/; 





PROBLEMS IN THE CONVERSION OF RADIANT HEAT 
ENERGY TO ELECTRICAL POWER, SEE Thomas 
Chemical Companys 





Problems in the elementary theory of 
functions, 
KNOPP, KONRAD. 

Problems in the elementary theory of func- 
tions, tr. by Lipman Bers. [ist American 
ed. The Dover series in mathematics and 
physics] 126 p. (His Problem book in 
the theory of functions, v. 1) © Dover 
Publications, New York; 30Dec48; A30282, 


I. Bers, Lipman, tr. 
Il. Dover Publications, inc. 


Library of Congress 
Copyright Office 





Probleme in the fundamental 
processes of arithmetic. SEE 
Burroughs Corporation. 





AA 2693 


Problems in the geometry of engineer- 
ing drawing. 


see 


—--— 


Mummert, Harold Byron, 1909- 


afp 11-19-6 





Problems in the improvement of reading. 


McCullough, Constance Mary, 1912- 
Problems in the improvement of reading, by Constance M. 
McCullough ... Ruth M. Strang ... ,and; Arthur E. Traxler 
1st ed. New York, London, McGraw-Hill book company, 
inc., 1946. 


xiv, 406 p. incl. forms, diagr. 23™. (Half-title: McGraw-Hill series 
in education) 


Tncludes bibliographies. 
1, Reading. I. Strang, Ruth May, 1895- joint author. 1m, Trax- 
ler, Arthur Edwin, 1900— joint author. m1. Title. 
46-5017 


Library of Congress LB1050.M3 
& 6; 158.84 





© 5-23-63; 2c 5-29-46; McGrew-Hill 


3 
book company, inc.; A )222, 





Problems in the investigation of Dutch influence 
on the Russian vocabulary. 
HAUPT, ALDEN MORGAN. 
Problems in the investigation of 
Butch influence on the Russian 
vocabulary. University Microfilms, 
Microfilm copy of typescript. Pos- 
itive. © Alden Morgen Haupt 3 
2oJan543 A143353. 


Prelim. card 


Library of Congress Se 
Copyright Office 





Problems in the law of sales. 





Problems in the study of economic 
growth. 

NATIONAL BUREAU OF ECONOMIC RE- 
SEARCH. UNIVERSITIES—NATIONAL 
BUREAU COMMITTEE ON ECONOMIC 
RESEARCH, 

Problems in the study of economic growth. 
2501. © National Bureau of Economic 


Research, inc., New York; 170ct49; 
A3'7063. 


I. National Bureau of Economic Research. 


Library of Congress 
Copyright Office h m/r 





Problems in the theory of prices SHE 
Allen, Clark Lee. 





Problems in the theory of price. 
Keys SEE Allen, Clark Lee. 





Problems of a group of student teachers in 
elementary education. 
DILLEY, NORMAN EDWARD. 

Problems of a group of student 
teachers in elementary education 
with implications for the improve- 
ment of teacher education at Indi- 
ana University. University Micro- 


films. Microfilm copy of type- 
script. Positive. © Norman Ed- 
ward Dilley; 31Dec53; A138445, 


Prelim. card Mic 


Library of Congress ey r 4 


Copyright Office 





The problems of aesthetics, 


VIVAS, ELISEO, ed. 

The problems of aesthetics, a book of 
readings, edited by Eliseo Vivas and 
Murray Krieger. New York, Rinehart 
[1953] 639 p. ©onpref. & introductions 
to each chapter; Eliseo Vivas & Murray 


Krieger; 2Apr53; A85626. 


I, Krieger, Murray, joint ed. 


Library of Congress Se 
Copyright Office 





Problems of aging. SEE Conference 
on Problems of Aging. Transactions 
of the fifteenth conference. 





Problems of ageing. 


COWDRY, EDMUND VINCENT, ed. 
Problems of ageing; biological and medical 
aspects, 3d ed,, edited by Albert I. 
Lansing, Baltimore, 1952. 1061p, . 
illus. © on additions & revisions; The 
Williams & Wilkins Co.; 7Apr52; A65930. 


I, Lansing, Albert Ingram, ed. 
II, Williams and Wilkins Company, Baltimore 


Library of Congress e /r 
Copyright Office 





Problems of American government. 
RIEMER, NEAL, 
Problems of American government, 
1lsted. New York, 1952. 356 p. 
(McGraw-Hill series in political science) 
© McGraw-Hill Book Co., inc.; 2Apr52; 
A65517. 


I, McGraw-Hill Book Company, inc. 


Library of Congress 
Copyright Office 





AK 7967 
Problems of American life, to be used 
with EM 283 as a self- -teaching coursé 
Stevens, Clarence Davis, 1894— 

... Problems of American life, to be used with EM 283 as a 
self-teaching course, by C. D. Stevens... Madison, Wis., Pub. 
for the United States armed forces by the Macmillan company 
°1946, 

vi, 229 p, incl. forms. 214™. 
EM 284) 

PO cover: Selected and prepared by the editorial staff, United States 


Of forces institute. 


Over 
1. Social sciences. 1. U. S. Armed forces institute, Madison, Wis. 


mm. Attebury, George C. Introduction to social science. m1, Title. 


46-26911 


Library of Congress © H83.88 
(Dy 300 


(U.S. War dept.,; Education manual, 





© 3-26-46; 2 c 3-27-63; Macmillan co. 
New York; AA 7967. 





Problems of American society ... 


CUBER, JOHN FRANK. 

Problems of American society: values 
in conflict. [by]. John F. Cuber and 
Robert A..Harper. 394 p. © Henry 
Holt & Co., inc., New York; 30Marl8; 
A21568, 


I. Harper, Robert Allan, joint author, 
II. Holt (Henry) & Co, : 


Library of Congress a mds if b 


Copyright Office 





Problems of American society. 


CUBER, JOHN FRANK. 

Preblems of American society: values in 
conflict [by] John F, Cuber and Robert A. 
Harper. Rev.ed. 496 p. illus. © on 
revisions & additions; Henry Holt and 
Co., inc., New York; 16Mar51; A53962. 


I, Harper, Robert Allan, joint auther, - 
Il. Holt (Henry) and Co., inc. = ppp 27 1951 


Library of Congress hm 
Copyright Office eo P / ¥ 





Problems of analysis. 


BLACK, MAX, 
Problems of analysis; philosophical 
essays. Cornell University Press. 
304 p. © Cornell University; 
27TMay54; A141003. 


I. Cornell University. 


Library of Congress ay 
Copyright Office 





Problems of art and literature. 


MAO, TSE-TUNG. 
Problems of art and literature. [Addresses 


given in May, 1942, at the Yenan con- 
ference of Chinese communists] [Trans- 
lated by Frederick V. Field] 48 p. ©on 
Editor's note; International Publishers 
Co., inc., New York; 21Mar50; A42208. 


I. Field, Frederick V., tr. 
II. International Publishers Co., inc. 


) love 


Library of Congress 
Copyright Office rd vp/r 





Problems of bisexuality as reflected in 
circumcision. 
NUNBERG, HERMANN. 

Problems of bisexuality as reflected in 
circumcision. lari, sonra printed in the 
International journal of psychoanalysis, 
vol. xxviii, 1947, under the title: Circum- 
cision and problems of bisexuality] 

83 p. © on full-length book version; 


Imago Pub. Co., ltd,, London; 21Noy49; 
lc 6Dec49; AI-2600. 


I. Imago Publishing Co., ltd. 


Library of Congress 
Copyright Office 





Problems of child delinquency 


d . 
Merrill, Maud Amanda, 1888- 


Problems of child delinquency. ,Under the editorship of 
Leonard Carmichael; Boston, Houghton Mifflin Co. ,1947, 


xxiii, 403 p. illus. 21 cm. 
Bibliography : p. 321-327. 


1. Juvenile delinquency. 1. Carmichael, Leonard, 1898- ed. 


HV9069.M5 @ 47-30851* 


Library of Congress (15; 





Problems of child welfare. R884)\5. SEE 
Mangold, George B- 





roe of church and state in Mary- 
a 
WERLINE, ALBERT WARWICK. 

Problems of church and state in Maryland 
during the seventeenth and eighteenth cen- 
turies. South Lancaster, Mass., College 
Press. 236 p. © Albert Warwick 
Werline; 29Dec48; A28660. 


Library of Congress 
Copyright Office 





Problems of clay and laterite genesis. 


AMERICAN INSTITUTE OF MINING AND 
METALLURGICAL ENGINEERS, 
Problems of clay and laterite genesis; 

Symposium at annual meeting of the 
American Institute of Mining and Metal- 
lurgical Engineers, St. Louis, Missouri, 
February 19-22, 1951. [Introd. signed: 
A. F. Frederickson] New York, 1952. 
244 p. illus. © American Institute of 
Mining & Metallurgical Engineers, inc.; 
24Nov5s2; A73421, 


I, Frederickson, 


Arman F ., ed. 
Library of Congress ve 
Copyright Office j/) 


f 





Problems of college and university administration. 


MCVEY, FRANK LE ROND. 

Problems of college and university adminis- 
tration, by Frank L. McVey and Raymond 
M, Hughes. Ames [1952] 326 p. 
© Iowa State College Press; 27Feb52; 
A64559., 


I, Hughes, Raymond Molyneaux, joint author. 
Il. lowa State College Press, Ames. 


Library of Congress Ss 
Copyright Office 





AA 11570 problems of collegiate schools of nur- 
si offering basic professional pro- 
Nations 


gue of nursing education. Committee on edu- 
cational problems in wartime. 
Problems of collegiate schools of nursing offering basic pro- 
fessional programs... Prepared by Committee on educational 
problems in wartime. New York, N. Y., National league of 


nursing education, 1945. 

viii, 55 p. illus. (diagrs.) 23°. 

“A study based on discussions at the nine regional conferences on 
nursing education in colleges and universities held in 1944, under the 
sponsorship of the National league of nursing education and the Asso- 
ciation of collegiate schools of nursing with the co-operation of the Ameri- 
can Council on education.” 

“Programs of regional conferences on nursing education in colleges 
and universities” : p. ,33)-52. 

“Selected references” : p. (53)-55. 


{QVER d nursing— Study and teaching. I. Title. 
U.S. Surg.- oy off. Libr. S G 46-301 
for Library of Congress .N28 610.73 





© 7-16-45; 2 c¢ -20-L.6; National 
league of nursing education, New York; 
AA 11570. 





PROBLEMS OF CONDUCT, an introductory 
survey of ethics, by Durant Drake. 
Rev. ed. © i2Jan21, A608)19. 
R41572, 15Dech8, Mary Field Taber (E) 





Problems of contemporary aestetics. 


GUYAU, JEAN MARIE, 

Problems of contemporary aesthetics, 
tr. from the French by Helen 
Lawrence’ Lia‘thews. {ist American 
ede] ve. 1. @©De Vorss & Co, 
inc., Los Angeles; 9Dec)7; eae 


I,’ Mathews, Helen Lawrence, tr. 
II. De Vorss and Co., inc. 


Library of Congress S br fmgb 
Copyright Office 
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Problems of democracy test. SEE 
Michaelsohn, William Earl. 





Problems of democracy tests, 4A52229, see 
Michaelsohn, W E iin SS ee op 


@lg 321-47 





PROBLEMS OP DEMOCRACY TESTS. A73885. 
SEE Michaelsohn, William garl. 





Problems of economic reconstruction in 
the Far East. ! 
INSTITUTE OF PACIFIC RELATIONS. 10TH 
‘CONFERENCE, STRATFORD-ON-AVON, 
1947. 
Problems of economic reconstruction in 
the Far East; report. [Editor: William L. 
Holland] 125 p. © International 
Secretariat, Institute of Pacific Relations, 
New York; 30Dec49; A40082. 


I. Holland, William Lancelot, ed. 
II. Institute of Pacific Relations. Interna- | 
tional Secretariat, 5{ 


EVER 


Library of Congress 
Copyright Office @ mds /r 





Problems of economic union, 


MEADE, JAMES EDWARD. 

Problems of economic union, Chicago, 
University of Chicago Press [1953] 102 p. 
(Charles R. Walgreen Foundation lectures) 
© The University of Chicago; 13Mar53; 
A86138. 


I, Chicago. University. 


Library of Congress 
Copyright Office 





Problems of faculty personnel. AAl;3631. 
See Russell, John Dale, comp.% od. 





PROBLEMS OF FOREIGN CAPITAL INVESTMENT 
IN INDONESIA. A&86893. SEE 
Reksoatmodjo, Harsono. 





PROPLEMS of graduate nurse educatione 
A67021+ SEE Columbia University. 
Teachers Collegee Division of 
Nursing Education. 





Problems of growing up. 


TOOPS, MYRTLE DEWEY. 

Problems of growing up; a resource unit 
for junior high school. Muncie, Ind., 
Child Development Service, Ball State 
Teachers College, 1948. 84 p. ([Indiana. 
Ball State Teachers College, Muncie 


rtle Dewey 
; A32235. 


College publication 105) © M 
Toops; 9Apr49 (in notice: 1948). 


Copyright Office 


Library of Congress @ md/ rk 





Problems of home making ... 


PITTSBURGH. ADJUSTMENT INSTITUTE. 

Problems of home making, an explora- 
tory program of the Adjustment 
Institute of Pittsburgh. [Pre- 
pared by Harold L. Holbrook] 
Applied under supervision of 
Turtle Creek Boro Public Schools. 
Twelfth grade. 2d ed. {Pitts- 
burgh] 19)6. 2v. © Harold 
Lyman Holbrook; v. 1,° 17Sepl6; 
A20782: vv. 2, 2ldank7; A20997. 


I. Holbrook, Hargld Lyman. 
Ow 


Librery of Congress 
Copyright Office 





Problems of home making. : 
iolbrook, Harold Lyman, clsirimnt. 

pughlea of horie makin. an explora= 
tory proasww 4.1 adjust: ent institute 
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Toltth grace, parts I, IIT. ist ed. 
[Pittsbur, th, Printed hy .¢Justrent 
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booklet (109 3.) 28cm. 
Poy bas covers £ a : 
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Problems of hospital administration. 


JOINT COMMISSION ON EDUCATION. 
Problems of hospital administration, 
a report of a study based upon 
interviews with 100 hospital 
administrators located in various 
sections of the United States, 
Charles E. Prall, director. 


10, pe © Physicians! Record Cos, 
Chicago; 25Marl8; A22503. 


Ie Prall, Charles Edward.’ 
IIe Physicians! Record Co. 


Library of Congress e me /mgb 


Copyright Office 





Problems of hourly rate uniformity. 


ABERSOLD, JOHN RUSSELL. 

Problems of hourly rate uniformity. Phila- 
delphia, Pub. for the Labor Relations 
Council of the Wharton School of Finance 
and Commerce by the Univ. of Pennsyl- 
vania Press. 60 p. (Industry-wide 
collective bargaining series) © Univ. of 
Pennsylvania Press; 24Aug49; A37092. 


I. Pennsylvania. University. Press. 


— _ a 
opyright ice 
jee S mds/r 





Problems of human adjustment. 


STECKLE, LYNDE CHARLES. 
Problems of human adjustment. 351 p. 
© Harper & Bros., New York; 23Nov49; 
A38495. 


I. Harper and Brothers. 


Library of Congress 
Copyright Office Py 





Problems of humanity. 


Bailey, Alice Anne (La Trobe-Bateman) 1880- 
Problems of humanity. ,1st ed.; New York, Lucis Pub. 
Co. (1947, 


260 p. 23 cm. 


1. Social problems. 2. Reconstruction (1939- ) 1. Title. 
HN18.B25 801.15 48-12860* 
© Alice A. Bailey, New York; 1 Dec47; A19744. 


Library of Congress uy (2) 





Problems of humanity, 


BAILEY, ALICE ANNE (LA TROBE~BATEMAN) 
Problems of humanity. [2d and rev. 
ed.] lLucis Pub. Co. 221 p. 
© on changes; Lucis Trust; 15Jun53; 
98730. 


I. Lucis Trust. 


Library of Congress oy 





Problems of infancy and childhood. 
SEE Conference on Problems of 
Infancy and Childhood, Trans- 
actions of the seventh conference. 





Problems of Jewish life as revealed by 
war experiences. 
Essrig, Harry, 1912- 

Problems of Jewish life as revealed by 
war experiences. Cincinnati, Union of 
Anuerican liebrew congregations (19),7] 

iv, 43 numb, 1. 22cm, 


"edited by Hmanue] Gamorane” 
> publisher; 15imrl7; AA525636 


vf %5Jull;7 





Problems of journalism. 
American society of newspaper editors. 
Proceedings: 24rd annual convention 
poh. :Aprdd 18620, es Hotel Statler, 
Washington, D. C. (196) 


On covers: Problems of journalism. 


© 5Novl6; American society of news- 
paper editors, ¢/o ae Young, secre- 
tary, Dayton, 0.3; A8792. 


Le Liv bee Lbs. Te ules. problems of 
pournalism. 
i 


ibrary of Congress 
Copyright Office 





PROBLEMS OF JOURNALISM. SEE 
American Society of Howspaper 
Editors. 





Problems of Journslism. Ail;79). 


See American society of newspaper 
editors, 





PROBLEMS OF JOURNALISM. 


See 


American Society of Newspaper Editors. 
Proceedings. 





Problems of labor. 


MILLER, GLENN WASSON, 
Problems of labor. 560p. illus. © The 
Macmillan Co., New York; 5Jun51; A55922. 


I. Macmillan Co. 


g/r 


Lib f C 
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Problems of landlords and tenants 
explained. SEE Counselor Service. 





Problems of life. 


BERTALANFFY, LUDWIG VON, 

Problems of life; an evaluation of modern 
biological thought, [Translation of v. 1 of 
Das biologische Weltbild] London [1952] 
216 p. © C, A, Watts & Co., ltd.; 
15May52; 2c 28May52; AI0-2063. 


I, Watts (C. A.) and Company, ltd., London, 


Library of Congress /r 
Copyright Office 





Problems of men. 


Dewey, John, 1859- 


. Problems of men. New York, P hilosophical library 
1946 
C J 


5p. 1, 3-424 p, 22™. 


Bibliographical foot-notes. 
© 5-29-46; 2c 7-11-46; Philosophical 
library, inc., New York; A 5039. 


1, Philosophy—Addresses, essays, lectures. 2. Education—Addresses, 
essays, lectures, I. Title, 


46-25157 


Library of Congress B945.D43P7 
oe 10, 191.9 





Problems of men and women in love. 


HQ31 


.C947 
Crum, John Howard, 1888— 


Problems of men and women in love, by J. Howard Crum ... 
with an introduction by Thyra Samter Winslow. New York, 


N. Y., Merit publications ,1947, 
4p.1., 209 p. 203™. 


1. Sex. 2. Marriage. 1. Title. 
HQ31.C947 392.5 47-2212 
© 10Mar47; publisher; A11133. 


Library of Congress 





Problems of morphogenesis in ciliates. 
LWOFF, ANDRE. 

Problems of morphogenesis in ciliates; the 
kinetosomes in development, reproduction 
and evolution. 103 p. illus. (Biologi- 
cal research series) © John Wiley & 
Sons, inc., New York; 26Apr50; A43281, 


. Wiley (John) and Sons, inc. 


vp/r 


Library of Congress 
Copyright Office MAY. 18 1950 





The problems of musical notation 
Sokoloff, George Albert] 1895- 

The probl ems of musical notation and 
sight-reading solved! An easy, pleasant 
and rapid method of instruction:sfor the 
student and layman. [By George Albert 
Sokoloff and David Sokoloff] Philadel- 
phia, Kobert Keith co, [c19)6] 

pamphlet (20 p.) Sllus,. (music) 

28 1/2cm, 

Typewritten, 

With some pperee sheets of music, 

© hj-27-.63 2 ¢ 5-3-l:63 George Albert 
Sokoloff & David Sokoloff, Philadelphia; 


AA 253 44 6 ro 3 
& ati p L022 11.6 





PROBLEMS of New England school 
systems. AA22504,3. SHE New 
England School Development Council. 





Problems of oceanographic engineering in the Gulf of 
Mexico, 
. » TEXAS, AGRICULTURAL AND MECHAN- 

ICAL COLLEGE, COLLEGE STATION. 

DEPT. OF OCEANOGRAPHY. 

Problems of oceanographic engineering 
in the Gulf of Mexico, with a special 
study of the East Timbalier Island region. 
Louisiana, Prepared under the supervi- 
sion of Warren C, Thompson, Vol. 1. 
Texas A, & M, Research Foundation, 
project 37, sponsored by the Gulf Oil 


A70332, /p 
Conrighit Othe” contra, on next card) 





» TEXAS, AGRICULTURAL AND MECHAN- 
ICAL COLLEGE, COLLEGE STATION, 
DEPT, OF OCEANOGRAPHY. 

Problems of oceanographic engineering 
in the Gulf of Mexico ... (Card 2) 


Corp., Houston, Texas. [Section heads: 
V. P, Kelly, and others; consultants: 

C, L. Bretschneider, and others] 
College Station, 1952. 1v. illus. 

© Texas A. & M. Research Foundation, 
15Jun52; A'70332, 


t 
Library ‘gt Canakone (Cont'd, on next card) 
Copyright Office / P 








TEXAS, AGRICULTURAL AND MECHAN- 
ICAL COLLEGE, COLLEGE STATION, 
DEPT. OF OCEANOGRAPHY. 
Problems of oceanographic engineering 
in the Gulf of Mexico ... (Card 3) 


I, Thompson, Warren C,. 
Il, Kelly, Vincent Paul. II, Bretschneider, 
Charles Le Roy. IV. Gulf Oil Corporation, 
V. Texas, Agricultural and Mechanical 
College, College Station. Research 
Foundation, 

Library of Congress S A70332 
i Copyright Office 


/p 


Problems of oceanographic engineering in the Gulf ‘of 
Mexico, 


TEXAS, AGRICULTURAL AND MECHANI- 
CAL COLLEGE, COLLEGE STATION. 
DEPT, OF OCEANOGRAPHY, 

Problems of oceanographic engineering in » 
the Gulf of Mexico, with a special study 
of the East Timbalier Island region, 


Louisiana, prepared under the supervision . 
of Warren C, Thompson. Vol. 2: Section 

3, Chemistry [by] W. B. Stoddard. Section 
4, Biology [by] R. W. Menzel. Texas A. & 
M. Research Foundation, project 37. 


Cjbreiy-at:Dordreas (Cont'd on next card) 
~ Copyright Office A70891 





TEXAS, AGRICULTURAL AND MECHANI- 
CAL COLLEGE, COLLEGE STATION, 
DEPT. OF OCEANOGRAPHY. 

Problems of oceanographic engineering in. 
the Gulf of Mexico.... (Card 2) 


Sponsored by the Gulf Oil Corp., Houston, 
Texas. College Station, c1952,. 1 v. 

illus. © Texas A, & M. Research Founda- 
tion; 12Sep52; A70891. 


a (Cont'd on next card) 


Library of Congress 
Copyright Office 





TEXAS, AGRICULTURAL AND MECHANI- 
CAL COLLEGE, COLLEGE STATION, 
DEPT. OF OCEANOGRAPHY. 

Problems of oceanographic engineering in 
the Gulf of Mexico.... (Card 2) 


I, Thompson, Warren C. 

II, Stoddard, William Bull, Jr. 

III, Menzel, Robert Winston. 

IV. Texas. Agricultural and Mechanical 
College, College Station. Research Founda- 
tion, 


Library of Congress eo A70891 
Copyright Office 


/w 





The problems of Ognies, Cadmus, Tu Hi, Tsong 
Chi, Muller, Morse, Wig Wag, Gregg, their 
prodecessors and successors aml ctherse 


goo 


Durfee, Walter © 





Problems of opera production, 


VOLBACH, WALTHER RICHARD. 
Problems of opera production. Fort 
Worth, Texas Christian University Press 
[1953] 196 p. illus. © Walther R. 
Volbach; 21May53; A92638, 


Library of Congress ae 
Copyright Office 





Problems of peace, From the Holy 
Alliance to the League of Nations, 
Ferrero, Guglielmo. R7915. 





Problems of people in employment. 


Pittsburgh. Adjustment institute. 

Problems of people in employment, an exploratory program 
of the Adjustment institute of Pittsburgh, applied under super- 
vision of Pittsburgh public schools. Part I Eleventh 
grade. ,Student series; 2d ed. Copyright ... by Harold Ly- 
man Holbrook. Pittsburgh, Pa., 1945- 

56@. 274x217. 
Reproduced from type-written copy. 


Vv 
1: (Over) ont management. 2, Psychology, Applied. I, Pitts- 
burgh. Public schools, 01. Holbrook, Harold Lyman, 1885-— my, Title. 


46-4481 


Library of Congress S&S HF5549.P48 1945 
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© 9-18-45; 2c 1-2-6; Harold Lyman 
Holbrook, Pittsburgh; AA 360. 
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Problems of people in employment; an 
exploratory progran of the Adjustment 
institute of Pittsburyh applied under 
supervision of Turtle Creek Boro public 
schools, Part II, eleventh grade, 2d 
ed. {Pittsburzgh, Printed by Adjustment 
institute of Pittsburgh & Stewart bros.] 


c19),6. 

booklet (57-109 1.) |. 27 cm. 

© 1-22-16; 2 ¢ 6-19-16; Pittsburgh; 
AA 14903; new matter: new materials, 
new pages, stencils entirely recut. 
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Problems of personal relationships. 


RIGBY, FRED FRANKLAND, 

Problems of personal relationships. 
London, Faber and Faber [1952] 195 p. 
© Fred Frankland Rigby; 18Apr52; 

‘2c 19May52; AI0-2030, 


Library of Congress 
Copyright Office 





Problems of philosophy. R89962. SEE 
Cunningham, Gustavus Watts. 





Problems of physiological psychology 


Kantor, Jacob Robert, 1888- 


Problems of physiological psychology ,by, J. R. Kantor ... 
Bloomington, Ind., Principia press inc., 1947. 


xviii, 398 p. diagrs. 234%. 
“Bibliography and author index”: p. 349-384. 


1. Psychology, Physiological. 1. Title. 
QP355.K3 181 Med 47-1614 
© 22May47; publisher; A13342. 


Library of Congress eS (2) 





Problems of quantitative analysis. 





PROBLEMS of relativity in modern physics. 
04699, ©4727, C4768. SEE Kilian, 
Edward. 





PROBLEMS of relativity in modern physics. 
C3699. SEE Kilian, “dward. 





PROBLEMS of relativity in modern physics. 
C5727- SEE Kilian, Edward. 





Problems of sex. 


GLASGOW, MAUDE, 
Problems of sex. 199 p. © The 
~e Pub.. House, Boston; 3Nov49; 
A e 


I, Christopher Publishing House. 


Library of Congress 
Copyright Office © 





Problems of sexual behavior. 


Problems of sexual behavior: research, — 
education, community action, Proceedings 
of a symposium held by the American 
Social Hygiene Association during its 
annual conference of social hygiene execu- 


AMERICAN SOCIAL HYGIENE ASSOCIATION. 


tives, Mar. 80-Apr. r) 1948, n. New York - 


City, to consider the first published report 
of a series of studies of sex phenomena by 
Professor Alfred C. © 
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AMERICAN SOCIAL HYGIENE ASSOCIATION, 
Pleard of sexual behavior ... 


Kinsey, Wardell B, Pomeroy, and Clyde 
E. Martin, and its relation to the social 
hygiene program. With an introd, by 

sr Clarke, 138 p. ‘(Its . 
Publication no. A-732) © American 
Social Hygiene Assn., New York: 10ct48;. . 
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Problems of stability and progress in 


interna ts onad rSuRNego 
3 ° 


Problems of stability and progress 
in international relations. Uni- 
versity of California Press. 

378 p. © Regents of the Univer- 
sity of California; 25Jan54; 
A130695. 


I. California. University. Regents. 


Library of Congress eS j/ 
Copyright Office ; 





Problems of the family. 


HARPER, FOWLER VINCENT, 
Problems of the family. Indianapolis 
[1952] 806 p. © The Bobbs-Merrill Co., 
inc,; 4Sep52; A70202, 


I, Bobbs-Merrill Company, inc. 


Library of Congress 
Copyright Office 





PROBLEMS OF THE INDEPENDENT BUSI- 
NESSMAN. A78707. SEE Grimshaw, 
Austin. 





PROBLEMS OF THE NEW ADMINISTRATION 

(Filmstrip script) 

Problems of the new administration. 
Teacher's discussion manual, 
Feb. 1953. {New York] Produced 
by Office of Educational Activi- 
ties, The New York Times, cl1953. 
Sh pe illus. (A Current affairs 
filmstrip) © The New York Times 
Coes 23Jan53; A77931. 


1. NEW YORK TIMES COMPANY. 


ce. 





PROBLEMS OF THE NEW ADMINISTRATION eo 
New York Times, 1953. 5 .fr., 
(A current affairs filmstrip, "Ped. *1983) 
Summary: A survey of foreign, domestic, 
and governmental problems which face Presidmt 
Eisenhower includes such issues as the war 
Korea, America's role in the United Nations, 


foreign policy, an atomic energy program, 
tariff, taxes, inflation, and civil rights. 
© The New York Times Co.3; 23Jan53; JP1825. 





Problems of the teaching profession. 
R104256. SEE 
Almack, John C. 





Problema of Seca and tomorrow. 
AAZ4102. Stevenson (William H.) 
CO» Tireesn conferendes on What 
every wan snould know about business. 
Subject 11. 





AA 406)1 
Problems of today and tomorrow. 
“see 
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Stevenson (William H.) company. 
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Problems of. transition in Pomona 
Valley. 
DIENES, KALMAN I. 

Problems of transition in Pomona Valley. 
88 p. illus. (Publication of the Founda- 
tion for Regional Economic Studies. 
Claremont Men's College) © Foundation 
for Regional Economic Studies, Clare- 


mont Men's College, Claremont, Calif, ; 
28Dec49; A39394, 


I, Claremont Men's College, Claremont, 


Calif. Foundation for Regional Economic 
Studies. 


b f 
“Copyrient once” QQ mas /r FF 8 1950 





Problems of union administration. 


MINNESOTA. UNIVERSITY, INDUSTRIAL 

RELATIONS CENTER, 

Problems of union administration; 
excerpts from annual labor cor 
ference proceedings, 1949-1953, 
Industrial Relations Center, Uni- 


versity of Minnesota. Edited by 
Thomas A. Mahoney and Walter H. 
Uphoff. W. C. Brown Co. 93 p. 
© Industrial Relations Center, 


ee ag (Cont'd. next card) 
ibrary oF Congress 
Copyright Office Aageaes Phew 





MINNESOTA, UNIVERSITY, INDUSTRIAL 
RELATIONS CENTER. 
Problems of union administration. 
Card 2. 


University of sscaceaiai 15Feb543 


A136389. 


Le Mahoney; Thomas Arthur, ed. 
II. Uphoff, Walter Henry, ed. 


Library of Congress oy 


Copyright Office 





The problems of value theory. 


KURTZ, PAUL W. 

The problems of value theory. [Thesis— 
Columbia University] New York, 1952. 
197 p. © Paul W. Kurtz; 30Mar52; 
A65543, 


Library of Congress 
Copyrignt Ortice 





The problems of youth. 
Hillis, Jemes L,. 


The problems of youth; a study guide 
for use in schools, churches, and 
surmer camps, by James f.. Hil18 6. 
edited by Claude C. Crawford. San 

agi ig Calif., clt9k7. 


he 2 GN s 


© author, San Bernardino, Calif.; 
2Junk7; ASL THe 
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Problems on applied thermodynamics. 


FAIRES, VIRGIL MORING. 

Problems on applied thermodynamics. 
[By] Virgil Moring Faires, Alex- 
ander V. Brewer [and] Clifford M. 
Simmang. Rev. ed. re De 
illus. © The Macmillan Co., New 
York; 10Feb48; AA75573. 


I. Brewer, Alexander Van, joint 
author. II. Simmang, Clifford 
M., joint author. IIIT, Mac- 
millan Co. 


Library of Congress & mgb 
Copyright Office 





Problems, questions and answers 
in the use of Shepard's Citations, 
SES Shepard's Citations, inc, 





PROBLEMS THAT PERPLEX, by J. W. 
Ward. © 22Jun23, 7110 2. 568917, 


300ct50, Alice E. Ward 





Problems that plague the saints. 


POOVEY, WILLIAM ARTHUR, 
Problems that plague the saints, 184p, 
© The Wartburg Press, Columbus, Ohio; 
170ct50; A51379, 


I, Wartburg Press, 


Library of Congress Sp 
Copyright Office 





Problems that settling your estate 
will involve, SEE Merchants 
National Bank and Trust Company, 
Indianapolis. 





PROBLEMS TODAY; a quarterly. No. 1 
Feb. 1950. The Red menace; Soviets 


Spy on youl Amazing facts of the 
Russian world-wide espionage net 
organization. London, 1950. 
Folder (7 pe) illus. © Alfred 
Bzowleckis; 19Jan50; 2c 20Mar; 
AI0=33). 
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PROBLEMS WITH EMPLOYEES» 
© National Foremen's Institute, @ne. 


Monthly? (no issue dates) 
mt 195k, no» 
160. ©13Jul5h3 8487905. 
© National Foremen's Institute. 
1954, no. 
162. © 68ep543 85047956 
162. © 8sep543 35071136 





Die Problemstiicke. 


SHAW, GEORGE BERNARD. 

Die Problemstiicke. [Autorisierte 
deutsche Ubersetzung von Siegfried 
Trebitsch. Neu durchgesehene Aufl. ] 
571 p. (His Gesammelte dramatische 
Werke [t. 12]) © Artemis Verlags, 


Ag., Zurich; 30Apr48; on translation; 


AF$744 


I, Trebitsch, Siegfried, tr. 
Il. Artemis Verlags, A. G. 


Library of Congress & ebc/rk 


Copyright Office 





Frobographe SEE 
Warner end Swasey Research Corpora- 
tione 





Probst, Albert. 


THE I'LL LOVE YOU FOREVER POLKA 
m Robert Louis Carleton © w Albert 
Probst 3Nov49 £U185114 


Library of Congress 
Copyright Office 





Probst, Albert. 


LET JESUS COME INTO YOUR HEART © w 
Albert Probst m Louis Crawford 
Terry 11Jul49 EU172615 


Library of Congress S 


Copyright Office 





Probst, Albert. 


LOVE IS A WONDERFUL THING m Robert 
Louis Carleton © w Albert Probst 
100ct49 EU181500 


Library of Congress & 


Copyright Office 





Probst, August H. 


In my little hula heaven; w At Hi 
Probst, m Robert Pollack. © 
August [H.] Probst, Ruthven, Ia.; 
26Junk7; EU81625. 


Revised 





Probst, August H. 


Texas Rose; w &m A. H. Probst. 
© August H. Probst, Ruthvon, Ia.; 
2Janhi7; EU61280. 





M1630 PROBST, AUGUST HENRY, 1920- 

o2 I'll give you a clue; words and music by 

.P August H, Probst. © Crown Music, 
Los Angeles; 19O0ct53; EP75322. 


L, Titles, 


Library of Congress & 


Copyright Office 





Probst, Bill 

Caring for you; words by Thomas 
Licavoli. 

For voice and piano. 

© 5-5-lk6; T. Licavoli, Detroit;, 
EU 20177. 





Probst, Carolyn Leah. 

A MESSAGE TO JESUS; w George R. Probst 
& Carolyn Leah Probst f Louis Tobin 
© George R, Probst 29Mar54 EU352718 


Library of Congress S 
Copyright Office 





PROBST, ED. 
Being a shining example. Card. 
© Ed Probst; 6Dec5i; Al65723~ 





PROBST, ED. 
Practical services Sheet 
© £4 Probst; 28Jan5k; A13327h.« 





Probst, Ella M. 


THE CHORUS BOOK FOR BOYS; comp. & arr. 
E. M. Probst & J. Victor Bergquist, 
foreword by T. P. Giddings. 
© 6Mar22, E531742. R52948, 1o0oct49, 
Emelia E. Bergquist (W) & Ella [M.] 
Probst (A) 





Probst, Blla M. 

SECOND CHORUS BOOK FOR BOYS; m, m arr. 
& m compiled by Ella M. Probst & 
J. Victor Bergquist, foreward by T. 
P. Giddings. © on new m, arr., 
editing & compiling, 14Mar25, 
E610569. R96750, 20Jun52, Ella M. 
Probst (A) & Emelia E. Bergquist (W) 


Library of Congress 
Copyright Office 





Probst, George. 


I LOVE YOU SO; w, m & © George Probst 
25Feb52 EU265720 


Library of Congress & 


Copyright Office 





PROBST, George E., joint author, 
Economics a the modern world. 
AA112985. . SEE Chicago. mat 
Home-Study Dept. 





PROBST, George Ese, joint authors 
World politic&’s AA1l11037. SEE 
Nelson, Charles As 





PROBST, GEORGE. LEO, 
Dice bowling. © George Leo Probst; 
27Jul46; A379130. 


i. Title. 


1959 reg. 
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Library of Congress Copyright Office 





obst, Georg 
FATHER To SONS “« 5 R. Probst m 


Louis Tobin © George R. Probst 
15Ju152 EU281230 


Library of Congress 
Copyright Office 





Probst, George R. 

A MESSAGE TO JESUS; w George R. Probst 
& Carolyn Leah Probst f Louis Tobin 
© George R, Probst 29Mar54 EUS52718 


Library of Congress oe 
Copyright Office 





Probst, George R. 


THEY'RE PRECIOUS; w George R. Probst m 
Louis Tobin © George R. Probst 
29Mar54 EU352720 


Library of Congress & 
Copyright Office 





Probst, George R. 

WHEN DREAMS, COME TRUE IN CHINA; w 
George R. Probst m Louis Tobin © 
George R. Probst 29Mar54 EU352719 


Library of Congress S 
Copyright Office 





Probst, Harry Fishburn. 


THAT BEAUTIFUL SUNSHINE VALLEY3 w, m 
& © Harry Fishburn Probst 150ct51 
EU253434 


Library of Congress oe 


Copyright Office 





PROBST, HEINRICH, 

Hochspannungsgerd&te und -schaltan- 
lagen. (Wissenschaftliche Bucherei. 
Bucher der Hochspannungstechnik, 
hrsg. von Harald MUller) 196 p. 
© G. Braun (vormals G. Braunsche 
Hofbuchdruckerei und Verlag) 
G.m.b.H.3 20Mar53; AF13846. 


I. MUller, Harald, ed. 
II. Braun (G.) G.m.b.H. 


Library of Congress 
Copyright Office 





PROBST, JACK. 

Diversification, selection, super- 
vision. cOld woman reading; 
couple standing; U. S. map; pools 
Apple title: Visual sales aid, 
© Jack Probst; 1DecShs K0568. 
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Probst, Jack 

The prince of poverty [or] My 
poverty is my wealth;> a play in one 
act, with prologue. 

Mao 3009: a 


© 1c. 2-19-l\6; Jack Probst, 
New York; D unp. 72. 
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PROBST, Jack Francis, joint author. 
Handbook in diction for students in 
speech, AA131071. SEE Lewis, 
Thomas Robert. 





PROBST, JOHN B. ©, St. Paul. 
Probst service report; fire 
department form. Sheet. 
© 1Julk7; on revisions; AA3\868. 





Probst, John Be 
Probst service report. Form JB lls 
[1946} 


© le114.63 2¢ 1-1-6; John By, Probst, 
St. Paul, Minnes AA 1572s 





PROBST, JOHN B. G 
Probst ag report. Personnel 
counsel form. Sheete 
© pre thos AA101690. 





Probst, John Bernard, 1878- 


Measuring and rating employee value, by John B. Probst ... 
New York, The Ronald press company ,1947, 


xi, 166 p. incl. forms, diagrs. front. 233™. 
Bibliographical foot-notes. 


1, Employees, Rating of. 1. Title. 
T60.R38P7 658.3125 


© 4Mar47; publisher; A10949. 
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PROBST, JOHN STANLEY. SEE Probst, 
Jacks 





PROBST, JOSEPH DALE © 
The memory book. isaee tery memorials) 


Pamphiete © 1)Sep51; KK65610, 





PROBST, JOSEPH DALE, 

Service station man; lyrics & music by 
Jos. D. Probst. (In The Skelly man. 
v.16, no.8, p.7) [Melody and words] 
© Joseph Dale Probst; 10Nov52; 

B5 -22484, 


I, Title, 


Library of Congress e 


Copyright Office 





PROBST, PIERRE, illus, 
Au pays des Cing Riviéres. 
APO<-96),8. SEE Franklin, 
George Cory. 





PROBST, PIERRE. 
Bob, le petit jockey. 27 p. illus. 
(Les Albums roses) © Librairie 
Hachette; 2éay52; AFO-8307. 





PROBST, PIERRE. 
Bobi. 26 pe © Librairie 
Hachette; 13MaySi; APO-14803. 





PROBST, PIERRE. 
Boum et ses frérese 27 pe 
fllus. {Les Albums roses) 
© Librairie Hachette; 30Jul152; 
AP0«9253. 





Probst, Pierre, illus. 


DAUDET, ALPHONSE. 
Contes choisis. Illus. de Pierre Probst. 
[Paris, 1951] 184p. [Idéal-bibliothéque] 
© Librairie Hachette; 12Apr51; AF0-5425. 


I, Probst, Pierre, illus. 
Il, Librairie Hachette. 
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Library of Congress 
* Copyright Office 
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PROBST, PIERRE. 
Dandi. 27 pe illus. (Les Albums 
roses) © Librairie Hachette; 
2hay52; AFO-83503. 





PROBST, PIERRE. 
Une féte chez Caroline. © Librairie 
Hachette; 80ct533 AF0-125),2. 





Probst, Pierre, illus. 


GUILLEMOT-MAGITOT, GERMAINE, 
J.-S. Bach et ses fils, une lignée de 
musiciens, Illus. de Pierre Probst. 
Paris [1952] 269p. © Editions de 
l'Amitié, G. T. Rageot; 30Nov52; 
AF0-9875. 


I. Probst, Pierre, illus. 
Il, Editions de l'Amitié, G. T, Rageot. 
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Library of Congress Sy i/t 
Copyright Office 





Probst, Pierr:, illus. 


Blanchard, Georgette, 1912- 

... Olivier de Fonsauvent, une histoire de dame Francoise 
contée par Blanchard; illustrations de Pierre Probst. Paris, 
Editions de Marly, Plon ,1946, 


287, (1) p. illus. 183™. (Collection “Ma bibliothéque’’) 


1, France—Hist.—House of Valois, 1328-1589—Fiction. 1. Title. 


PZ25.B55 47-23962 
© 30Sep46; 1c 10Mar47; Editions de Marly, Paris; AF6130. 


Library of Congress eS ray 





PROBST, PIERRE. _ 
Pipo. 27 ps WU Librairie Hachette; 
066533 AFO«125350. 





PROBST, PIERRE, illue, 
La piste fauve, AFO-10)66. SEB 
Pranklin, George Cory. 





PROBST, PIERRE. 
Pouf et Nolraud. 27 p. © Librairie 
Hachette; 26Nov53; APO-13219. 





PROBST, PIERREs 
Pout et noiraud ¢ 
26 p © Librairie Hachette; 
2evershs AFO-1)501. 





PROBST, PIERRE. 
Pouf et son cousin. 27 p-. 
© Librairie Hachette; i. JunS33 
APO-11552. 





PROBST, PIERRE, illus. 
Pouf, le chaton bleu. 27 De 
(Les Albums roses) © Librairie 
Hachette; \Dec523 AFO-9951. 





Probst, Pierre, illus. 


Robitaillie, Henriette. 


... Quelle petite peste! Tllustrations de Pierre Probst. 
Paris, Les Publications techniques et artistiques ,1946, 


2p. 1. %-147p.,11. illus. 18™, 


1. Title. 
PZ23.R64Q4 47-16118 
© 30May46; publisher; AF 2054. 
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Probst, Pierre, illus. 


ALCOTT, LOUISA MAY. 
Rose et ses sept cousins [par] L.-M. 
Alcott et P. J. Stahl [pseud.] I[llustrations 
de Pierre Probst. [Translation of Eight 
cousins] [Paris, 1952] 190 p. [Idéal- 
bibliothéque] © on illus.; Librairie 
Hachette; 14Feb52; AFO-7807. 


I, Hetzel, Pierre Jules. 
Il, Probst, Pierre, illus. 
Ill, Librairie Hachette, Paris. 


Library of Congress 
Copyright Office 





PROBST, PIERRE. 
Si j'étais. © Librairie 
Hachette; 3DecS3; APO-13220. 





'[PROBST, PIERRE] 
Ton petit alphabet. [Paris, 1951] 27 p. 
illus. (Les Albums roses) © Librairie 
Hachette; 15Nov51; AF0-6922. 


I, Librairie Hachette, Paris. 


Library of Congress 
Copyright Office 





PROBST, PIERRE. 
Trois petits lionse 27 ps 
illuse (Les Albums roses) 
© Librairie Hachette; 24Jul52; 
AF0=9285. 





PROBST, PIERRE. 
Le voyage de Caroline. Images de 
Pierre Probst. © Librairie 
Hachette; 23Sep54; AFO-16155. 


I. Hachette, Librairie, 


Library of Congress ae 


Copyright Office 





PROBS®, ag ue ae 
Le voyage PO-. 
© Librairie Hachette; Pi sapeths 
APO-1};502. 





PROBST, PIERRE. 
Youpi. Illus. de P. Probst. [Paris, 1951] 
27 p. (Les Albums roses) © Librairie 
Hachette; 28Dec51; AF0-7123. 


I. Librairie Hachette, Paris. 


Library of Congress 
Copyright Office 





PROBST, PIPRRE. 
Youpi en vacemces. 27 p. illus. 
{Les Albums roses) © Librairie 
Hachette; 30AprS3; AFO-1123h. 





PROBST, PIERRE, flirvs. ' 
Youpi et Caroline. 27 pe (Les 
Albums roses) © Librairie 
Hachette; 19Mar53; APO-11052. 





Probst, Thelma Joanne. 


MY PRAYER © w & m Thelma Joanne 
Probst 5Dec49 EU186938 





Probst, Thelma Joanne. 
PEACE AND GOOD WILL; w, m & © Thelma 
Joanne Probst 90ct51 EU252523 


Library of Congress 
Copyright Office 





Probst, Thelma joanne 

SATURDAY NIGHT BLUES © w & m Thelma 
Joanne /Probst m Gordon Earl Moore 
23Dech7 EU110987 


Library of Congress oS 


Copyright Office 








Probst, Thelma Joanne. 
see also 


Probst, Thelma Johanna, 
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Probst, Thelma Johanna. 


JESUS, MY LORD; w, m & © Thelma Johanna 
Probst 29Apr54 EU356310 


Library of Congress & 


Copyright Office 





Probst, Thelma Johanna. 


LET NOT YOUR. HEART BE TROUBLED; w arr, 
m & © Thelma Johanna Probst 29Apr54 
EU356309 


Library of Congress @ 


Copyright Office 





Probst, Thelma Johanna. 
see also 


Probst, Thelma Joanne. 
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Probst, Wallace P lyricist. 
tichard, Leo. I don't wanna get 
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Probst, Willi, illus. 


KLEIST, HEINRICH VON, 

Michael Kohlhaas; aus einer alten Chronik, 
Mit Zeichnungen von Willi Probst, 
[Leipzig, 1950] 134 p, © on illus,; 
Ernst Wunderlich Verlagsbuchhandlung; 
5Dec50; AF0-3492, 


I, Probst, Willi, illus, 
Il, Wunderlich (Ernst) Verlagsbuchhandlung, 


Library of Congress & 
Copyright Office 





Probst, Willi, illus. 


GEBAUER, GERDA. 
Mtthlenm&archen. Mit Holzschnitten von 
© on revisions & 


Willi Probst. 177 p. 
illus.; Ernst Wunderlich Verlagsbuchhand- 


lung, Leipzig; 26Apr50; AF0-1934. 


I. Probst, Willi, illus. 
II. Wunderlich (Ernst) Verlagsbuchhandlung. 
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Probst, Willi, illus. 


BRINCKMAN, JOHN, 

Schiff vor dem Wind, aus den Erz&ahlungen 
De Generalreeder und Von Anno Toback; 
ins Hochdeutsche tibertragen von Karl 
Friese, Mit Zeichnungen von Willi 
Probst, [Leipzig, 1950] 64p, © Ernst 


Wunderlich Verlagsbuchhandlung; 5Dec50; 
AF0-3491, 


I, Friese, Karl, tr, “FB 15 195 


II, Probst, Willi, illus, 
III, Wunderlich (Ernst) Verlagsbuchhandlung, 


Library of Congress & mds/r 
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PROBST service report. AA3l868. 
SEE Probst, John B. 





Proby, Kathryn Hall. 


THAT'S MY BOY; w, m & © Kathryn Hall 
Proby 7Feb51 EU228436 


Library of Congress 
Copyright Office 





PROBY, REGINALD G. 

Petersen's rock garden. Reproduce 
tion of photo. 4x 6 in. (Speed- 
O-Map) © Rs. G. Proby; lJanS3; 
K33891. 





Proc? sig 
TRAXLER, JIRI, 1912- 
Prot? Slow fox [by] Ji¥f{ Traxler. 
M1356 (With his PiseM pro milou) © 
a Mojmir Urbdnek, Praha; 7Aug47; 
EF10345. Piano-conductor score 
(orchestra, with words) and parts. 


I. Title. 


Librery of Congress @ 
Copyright Office 





PROG JSI LHALA m SlAva Mach © 
Zdenek Vlk 8Junl6 £U13,118 


Library of Congress @ 


Cepyright Office 





Procacci, Arnold Joseph. 


THE ANGEL'S CHORUS © w & m Arnold 
Joseph Procacci 18Avg49 EU176403 


Library of Congress © 


Copyright Office 





Procaceci, Arnold Joseph. 


THE END OF JOE; w, m & © Arnold Joseph 
Procacci 11May50 EU203499 


Library of Congress eS 


Copyright Office 





Procacci, Arnold Joseph. 


HOPEFUL HEARTS; w Arnold Joseph Pro- 
cacci m Giacomo Puccini arr Arnold 
Joseph Procacci © on w & arr Arnold 
Joseph Procacei 18Apr52 EU271928. 
Appl. states prev. reg. as Che 
gelida manina, 1896; R, 1923. 


Library of Congress ei 
Copyright Office 





Procacci, Arnold Joseph. 


LOST IN A DREAM; w, m & © Arnold 
Joseph Procaceci 2Feb51 EU228078 


Library of Congress 
Copyright Office 





Procacci, Arnold Joseph. 


NEAR YET SO FAR; w, m & © Arnold Joseph 
Procacci 11May50 EU203500 





Procacci, Arnold Joseph. 


SO SINCERE; w, m & © Arnold Joseph 
Procacci 27Feb50 EU195248 


Library of Congress 
Copyright Office 





PRO-CAPA Hair Tamer for wild hair. 
KK76839. SEE Pro-Capa Products, inc. 
Hair Tamer eee 





PRO=CAPA lanolin creme hair condi- 
tioner. KK768l)0. SEE Pro-Capa Prod- 
ucts, inc. Lanolin creme eee 





PRO@CAPA PRODUCTS, INCe Ge 
Hair Tamer for wild hair. Pro-Capa. 


Trains wild unruly hair to stay in 
place, Card. Appl. author: 
Michael Trapani, © llAug523 


KK76839. 





PRO=CAPA PRODUCTS, INCe Oe 
Hair tamer for wild hair. Net con# 
tents one pint. Label. Appl. aue 
thor: Michael Trapani. © 7Dec53;3 
KK91531. : 





PRO*CAPA PRODUCTS, INC. Ge 
Lanolin creme hair conditioner; Pro- 
Capa; removes loose dandruff. 
2 02. Labelle Appl. author: 
Micheel Trapani. © llAug523 
KK768),0. 





PRO=CAPA PRODUCTS, INC. © 
Pro-Shave with lanolin and GG2. 
Pabulous brushless Be cream. 
11 oz. Label. pl. author: 
8 150et5h3 


Michael Trapani. 
KK101706. 





Proecario, Saverto. 


HOW CAN I FORGET; w Saverio Procario 
m Hugo Montenegro © on new w Save- 
rio Procario & Hugo Montenegro 
2Jun50 EU205843 Appl. states prev. 
reg. as Autumn blues. 


Library of Congress S 
Copyright Office 





Procario, Saverio. 


LONELY; w Saverio Procario m Hugo 
Montenegro © Saverio Procario & 
Hugo Montenegro 2Jun50 EU205844 


Library of Congress eS 
Capyright Office 





Procario, Saverio D. 


NOTHIN' DOIN'; w Saverio D. Procario 
m Hugo Montenegro © Saverio D. Pro- 
cario & Hugo Montenegro 14Jun50 
EU206904 


Library of Congress 
Copyright Office 





Procario, Saverio D. 


THERE'S A RING 'ROUND THE MOON; w Sa- 
verio D. Procario m Hugo Montenegro 
© Saverio D. Procario & Hugo Monte- 
negro 14Jun50 EU206903 


Library of Congress S 
Copyright Office 





Procario, Saverio Dominic. 


AUTUMN BLUES © w Saverio Dominic 
Procario m Hugo Mario Montenegro 
23Sep49 EU179828 





Procario, Saverio Dominic. 


LOST ONE © w Saverio Dominic Procario 
m Hugo Mario Montenegro 23Sep49 
EU179829 


Libraty of Congress oD 


Copyright Office 





Les procédés. modernes de construction 


Barbier, Maurice. 
Les procédés modernes de construction. ,1. éd.,; Paris, 
Presses universitaires de France, 1946. 


127 p. illus. 187. (“Que sais-je?’ Le point des connaissances ac- 
tuelles, 204) 


“Bibliographie” : p. (126,-127. 


1, Engineering. 2. Building. 1. Title. ou. Series. 
TA19.B3 47-24849* 
© 7Oct46; 1c 3Jun47; Presses universitaires de France, 


Paris; AF3485. 


Library of Congress ly 





Procedimento denominato Cinegraph 
per la realizzazione di racconti, 
novelle e romanzl, sceneggiati 
con fotografie, disegni e 
fumetti, SEE Torelli, Tristano, 





"Procedimiento relampago." 


TK6553 
.G6 
1944 Gémez Naval, Juan José. 
“Procedimiento relampago,” para localizar los defectos de 
radio, por J. J. Gémez Naval... 2. ed., corr. y muy aumentada. 
México, D. F., Editorial Pax-México, C. Césarman, 1944. 


8 p. L, 278 p. incl. tables, diagrs. 19™. ;Enciclopedia Labor. mm, 


1. Radio—Repairing. 2, Radio—Receivers and reception. 1. Title. 
TK6553.G6 1944 47-16166 
© 12Sep44; 1c 3May46; author, Puebla, Mexico; AF 1806. 


Library of Congress os (3) 





Procedural coordination: principles and practices. 


COOPER, JOSEPH DAVID. 

Procedural coordination: principles 
and practices. [A revision of the 
author's The coordination of policy 
and procedure] Federal Security 
Agency, Office of Administration, 
Division of Administrative Planning. 
107 p- © Joseph D. Cooper; 
30Sep48; A105977. 


Library of Congress S bj/ 2 





Procedure again held up by row about 
status of Red Chinese. SEE Childs, 
Marquis W,. 





Procedure analrsine 
- geo 


cntgrontional Dusinese machines oorpe , 


claimant 





Procedure and formsse To: Board of 
Trustees of the Pension Trust 
Fund of Window Cleaners Union 
Recall 2. SEE Segal (Martin E-) 
and Company. 





Procedure and instructions for Look-it-up eiubs. 
4445041. see Quarrie corporation. 


wm 4<7-47 





THE PROCEDURE AND LAW OF SURROGATES* 
COURTS OF THE STATE, OF NEW YORK, by 
Willis E. Heaton. lth ed. in 2 v. 
ve le @70ct21, 627165. n293h, 


17Jank9, Mary L. Skinner (E 





THE PROCEDURE AND LAW OF SURROGATES* 
COURTS OF THE STATE OF NEW YORK, by 
Willis Ee Heaton. \th ed. v. 2. 
© 2Pebd22, AGSLL DN: R50514,, 203u149, 

E 


Mary L. Skinner 





The procedure and law of Surrogates' Courts of the 
State of New York. 
HEATON, WILLIS EDGAR, 
The procedure and law of Surrogates’ 
Courts of the State of New York. Vol. 7: 
Construction of wills. 6th ed., recom~ 
piled, revised, and rewritten by Oscar 
Le Roy Warren, 816 p. © on additions 


& changes; Matthew Bender & Co., inc., 
Albany; 10Aug51; A57777. 


I, Warren, Oscar LeRoy, ed. 
Il, Bender (Matthew) and Co., inc. 


Library of Congress Fe. 17 1951 
Copyright Office a dr / r 





Procedure and practice before the 
Tax Court of the United States. 
SEE U. S&S. Tax Cowt. 





Procedure and practice before the 
tax court of the United States. 
10th ed. 


statutes, etc. 





PROCEDURE AND PRACTICE BEFORE THE 
TAX COURT OF THE UNITED STATES. 
A90108. SEE U. 8S. Tax Court. 





Procéduré before committing magis- 
trates in Pennsylvania. 
CARRINGER, MARION AUBREY. 
Procedure before committing magis- 
trates in Pennsylvania. 2d ed,. 
263 p. © George T. Bisel Co.; 
QJu154; A145683, 


I. Bisel (George T.) Company. 


Library of Congress & 
Copyright Office 





Procedure before committing magistrates in 
Pennsylvania. 
Carringer, Marion Aubrey, 1876- 

Procedure before committing magistrates in Pennsylvania, 
by M. A. Carringer. Philadelphia, George T. Bisel company, 
1947. 

xi, 210 p. incl. forms. 24™. 

Bibliographical foot-notes. 


1. Police magistrates—Pennsylvania. 2. Justices of the peace—Penn- 
sylvania. 3. Criminal procedure—Pennsylvania. 1. Title. 


47-18639 


© 26Feb47 ; publisher; A7659. 


Library of Congress & (3) 





Procedure before regulatory bodies. 
SEE International Correspondence 
Schools, Scrantone 





Procedure before the Bureau of Internal Revenue 


(February dagkICH, EDGAR J. 
er, Procedure before the Bureau of Internal 


Revenue (February 1951) by Edgar J. 
Goodrich and Lipman Redman. Phila- 
delphia, Committee on Continuing Legal 
Education. 157 p. illus. (Publications 
of the Committee on Continuing Legal 


Education, ser. 2) © Amerigan DRaw\9o! 
Institute; 28Feb51; A54060. — 


I, Redman, Lipman, joint author. 
Il, American Law Institute. 


Library of Congress 
Copyright Office sh/r 





Procédure des assemblées délibérantes. 


MORIN, VICTOR. 

Procédure des assemblées 
délibérantes favec tableau 
synoptique) 4 ltusage des 
corporations, compagnies, 
sociétés, associations, cerciles, 
unions, clubs, etc. 2. éd. 


francaise. Montréal, Beauchemin, 
1947. 189 p. © Victor Morin; 
tJan48; on table, chart & 
corrections; AF7711. 


© mas Im 





A PROCEDURE FOR ANALYSIS OF THE COST 
OF BANK ACCOUNTS BY BANKS OR CORPOR- 
ATIONS. A79879. SEE International 
Business Machines Corporation. 

IBM methods brief. No. 17. 





PROCEDURE for appearance recondition- 
ing used vehicles. SEE Chrysler 
Corporation. KK45104. 





Procedure for establishing an affiliation 
National League of Nursing Education. Committee on 
Records. 


Procedure for establishing an affiliation... New York, 1947. 
20 p. 28 cm. 


“Selected references”: p. 9. 


1. Nurses and nursing—Study and teaching. (1. Nursing—Study and 
teaching, 2. Nursing schools—U. S.; 1. Title. 


RT71.N313 610.73071 Med 47-2640 


© 9Apr47; National League of Nursing Education, New 
York; AA50542. 


U.S. Army Medical Library 
for Library of Congress 





A procedure for evaluating a local program of trade 
and indye aa education 
JOINT COMMITTEE ON EVALUATION PRO- 

CEDURES IN TRADE AND INDUSTRIAL 

EDUCATION. 

A procedure for evaluating a local program 
of trade and industrial education, spon- 
sored by the Joint Committee on Evalua~- 
tion Procedures in Trade and Industrial 


Education [S. Lewis Land, chairman] in 
cooperation with the United States Office 
of Education. Chicago, 1952. 64 p. 


(cont. on next card) 


Library of Congress 
Copyright Office S A65294 /r 





JOINT COMMITTEE ON EVALUATION PRO- 
CEDURES IN TRADE AND INDUSTRIAL 
EDUCATION. 

A procedure for evaluating... (Card 2) 


illus. © American Technical Society; 
25Feb52; A65294, 


I. Land, Samuel Lewis. 
II. American Technical Society, Chicago. 


Library of Congress /r 
Copyright Office 





Procedure for interviewing and hiring sales- 
MEN « 


See 


Shybekay, Derso Sebeok 





PROCEDURE for making colored flame 
wax Candlese AA21902\. SEE 
Marek, Charles Je 





Procedure for making silver alloy 
brazed joints in primary structures 
approved by Civil aeronautics 
administration on Jan. 29, 196. 


see 


Beech aircraft corp. 





PROCEDURE for molding the Singer form 
of gummed tape. AA2Z1\751. SEE 
Singer Manufacturing Company. 





Procedure for opening checking accounts. 
AA52),69. see Chicago. First national 
bank. 





PROCEDURE for operation of 
Sutherland ink rub tester. 
AA202028. SEE Sutherland Paper 
Company 


FEB 1 2 1952 





‘AA 20687 


The procedure for playing the game of 
Tango Baas 


sce 


McGovern, William Manly, 1886- 


vf 9-12-)6 





AA 20687 


The procedure for playing the game 
Tango SaaS . 


see 


McGovern, William Manly, 1886- 
the procedure for playing the game of 


Tango Rlug. 


vf 9-12-h6 





Procedure for preparation and opera= 
tion of a movie dance, 


See 


Stuart, Charley 





Procedure for real property assessment in Puerto Rico, 


PUBLIC ADMINISTRATION SERVICE. 

Procedure for real property assessment 
in Puerto Rico. Dept. of the Treasury, 
Commonwealth of Puerto Rico. [Prepared 
by members of the staffs of Public Admin- 
istration Service and of the Scientific 
Classification and Assessment Project] 
[Chicago] 1953. 305 p. illus. © Public 
Administration Service & Dept. of the 
Treasury, Commonwealth of Puerto Rico; 
2Mar53; A82165. 


(Cont'd. on next card) 
Library of Congress 
Copyright Office j Me 





PUBLIC ADMINISTRATION SERVICE. 
Procedure for real property assessment 
in Puerto Rico, (Card 2) 


I, Puerto Rico. Scientific Classification 


and Assessment Project. 
II, Puerto Rico. Dept. of the Treasury. 


A82165. 


Library of Congress & jf 
Copyright Office 





A procedure for testing the locking effective- 


ness of self-locking nuts and related fasten-| 
ing devices. 
see 


Sever, J 


& AFP 6-11-46 





Procedure for the selection of 
conference leaders~« SEE Chicago. 
University. Industrial Relations 
Center. 





PROCEDURE FOR USE OF RELIABLE 
ELECTRIC COMPANY'S STRANDLINK AND 
STRANDVISE. SEE Reliable Electric 
Company. 





PROCEDURE FOR USE OF VITALLIUM 
OCCLUSAL PLASTIC POSTERIOR TEETH. 
a8764.6. SEE Austenal Laboratories, 
inc. 





AA 1751 - 


Procedure guide for & tour of the 
prayer book. 


see 


McMaster, Vernon 


afp 9-9-6 
we 





Procedure guide for practical nursing. 


JAMES, EDNA PURDEE. 

Procedure guide for practical nursing; a 
manual of approved nursing practices for 
the practical nurse. [Richmond] c1949. 
306 p, illus. © Edna Purdie James; 
TMay49; A34418. 


Library of Congress 
Copyright Office 





Procedure in summary convictions in Pennsylvania. 


CARRINGER, MARION AUBREY. 
Procedure in summary convictions in 
ennsylvania. 2ded. Philadelphia, 
953. 256 p. © on additions; George T. 
Bisel Co.; 27Apr53; A88845. 


I, Bisel (George T.) Company. 


Library of Congress 
Copyright Office 





Procedure in taxonomy. 


SCHENK, EDWARD THEODORE. 

Procedure in taxonomy, including a 
reprint in translation of the Régles 
Internationales de la nomenclature z06- 
logique (International code of zodlogical 

- nomenclature) with titles of and notes 
on the oninions rendered to the present 
date (1907 to 1947) completely indexed 
[by Edward T. Schenk and John H. 

c ters. 1936. Rev. ed. enl. and 

in part rewritten by A. Myra Keen and 


Library of Congress (Cont. on next card) 
Copyright Office e A29192 mds/ mb 





SCHENK, EDWARD THEODORE. 
Procedure in taxonomy... (Card 2) 


Siemon William Muller. Stanford, 
Stanford Univ. Press, 1948. 93 
© The Board of Trustees of the Leland 
_ Stanford Junior Univ.; 4Jan49 (in notice: 
; 1948); on revisions; A29192. 


I. McMasters, John Herbert, joint author. 
Il. Keen, Angeline Myra, ed. 


Library of Congress : (Cont. on next Card) 
Copyright Office @ -A29192 mds ‘f mb 





SCHENK, EDWARD THEODORE. 
Procedure in taxonomy... (Card 3) 


Ill. Muller, Siemon William, joint ed. 
IV. Leland Stanford Junior University. 
Board of Trustees. 


A29192 
Library of Congress 


Copyright Office e mds / mb 





Procedure manual. 
SAINT ELIZABETH'S HOSPITAL, BOSTON, 

SCHOOL OF NURSING. 

Procedure manual, by Saint Elizabeth's 
Hospital, School of Nursing, Brighton, 
Massachusetts. Minneapolis, Burgess 
Pub. Co., 1952. 1451. © St. Elizabeth's 
Hospital, School of Nursing; 12Nov52; 
A72437. 


Library of Congress 
Copyright Office 





PROCEDURE manual for the Everly's 
Bullts-pye. AA211340. SEE 
Huff and Grant. 





PROCEDURE manual ef the McGee true 
plotting navigator and simplified 
navigation method. AA229526. 
SEE McGee, Elbert B. 





PROCEDURE QUADRATURE OF A CIRCLE. 
a85183. SEE Bogart, William Edward. 





A procedure to sell life insurance. 
SSE Toombs, Prank Cecile 





PROCEDURES differ so. DU17178. SEE 
Dinwoodie, Nina Hepburn. 





Procedures for apprais California 
high schools. SEE California 
Association of Secondary School 
Administrators. Committee for 


Evaluation of the Total High School 
Program, 





Procedures for care of automobile 
finishes Al 51820. Se Yerde, 
Frederick Nathaniel. 


pam U-12-7 





Procedures for determining objectives and evaluating 
outcomes in agricultural education, 
KNUTI, O LEONARD. 


Procedures for determining objectives and 
evaluating outcomes in agricultural edu- 
cation, [Thesis—University of Illinois] 
Ann Arbor, University Microfilms. 
Microfilm copy of typewritten ms. Posi- 
tive. ([University Microfilms] Publica- 
tion no. 2075) © Leo Leonard Knuti; 
29Dec50; A53222. 


a 20" 


jb/r on *” 


pr 
Library of Congress e 
Copyright Office 





PROCEDURES for evaluating service 
station sites and estimating salese 
AA213213« SEE California Research 
Corporetions 





Procedures for testing soils. 


AMERICAN SOCIETY FOR TESTING MATE- 

RIALS. 

Procedures for testing soils; nomenclature 
and definitions, standard methods [and] 
suggested methods, 418p._ illus. 
© American Society for Testing Materials, 
Philadelphia; 28Aug50; A47423. 


md/r 


1 
Library of Congress & OCT 1 0 195¢ 
Copyright Office 





Procedures in etiployment psychologys 
RiZ0039. SEE 
Bingham, Walter Van Dyke. 





A 1798 Procedures in evaluating a guidance 
program. 
Wilson, Frances Morgan, 1909- 


Procedures in evaluating a guidance program, by Frances 
Morgan Wilson, ep. p. New York, Teachers college, Columbia 
university, 1945. 


1p. 1. v—-viii p.,11., 210 p. 2347. 
Bibliography : p. 201-210, 


© 12-22-45; 2 ¢ 1-18-l6; Frances 
Morgan Wilson, St. Albans, N.Y.; A 1798. 


1. Personnel service in education. 2, Education, Secondary. 


x. Title. 


Library of Congress ° @ 1LB1027.W54 
18) 871.42 


46-1216 





in examination of the lungs. 


Kraetzer, Arthur Furman, 1891-1940. 

Procedure in examination of the lungs, with especial refer- 
ence to the diagnosis of tuberculosis. 3d ed., rev. by Jacob 
Segal. New York, Oxford Univ. Press, 1947. 

xviii, 150 p. illus. 21 ecm. (Oxford medical publications) 


1, Lungs—Diseases—Diagnosis. 2. Tuberculosis—Diagnosis. 


I, Segal, Jacob, 1883-— 11. (Title, 
RC756.K7 1947 616.24075 Med 48-248 
© Oxford Univ. Press, New York, ine.; 230ct47; A18119. 


U.S. Army Medical Libr. {WF641K89p 1947] 
for Library of Congress At 





Procedures in experimental metallurgy. 


SEYBOLT, ALAN UPSON. 
Procedures in experimental metal- 
lurgy [by] A. U. Seybolt [and] 
J. E. Burke. 340 p. © John 
Wiley & Sons, inc.; 4Dec53; 
A116391. 


I. Burke, Joseph Eldrid, joint author. 
II. Wiley (John) and Sons, inc. 


Library of Congress we bj/raw 


Copyright Office 





AA 19145 
Procedure in state courts. 
see 


Gavit, Bernard C , 1893- 


afp 15Febl7 





Procedure in the House of Representa+ 


tives. 
CANNON, CLARENCE. 

Procedure in the House of Representatives. 
Washington, U.S. Govt. Print, Off., 1948, 
498 p. [U.S.] 80th Cong., 2d sess., 1948. 
House Document, no. 731) © Clarence 
Cannon; 4Jan49; A28757, 


Library of Congress 
Copyright Office 





Procedures manual; application of the 
punched card and punched card equip- 
ment to force-moment analysis ... 


See 


Seeley, Surton Davis. 





PROCEDURES manual. AA222313. SEE 
Boeing Airplane Company. 





Procedures manual of the Boeing Airplane 

Company library. 
BOEING AIRPLANE COMPANY. 

Procedures manual of the Boeing Air- 
plane Company library, prepared by 
W. Roy Holleman & Addie Smith. 

Rev. ed. [by Martha Moore and 
others. Report no. WD-12632] 
[78] 1. illus. © Boeing Air- 
plane Co., Wichita, Kan.; 3Novl73 
A1989e2. 


i. Holteman,- Willard. Roy. ii. 
Smith, Addie Esther, III. Moore, 


Martha, 
Library of Congress & 
Copyright Office 





PROCEDURES, reagents, and equipment 
for one-minute water hardness tests. 
SEF Hall Laboratories, inc. KK47548. 





Proceed at will. 


WILKINSON, BURKE. 
Proceed at will. [lst ed.] ~ Boston, 
Little Brown, 10 p. @©J. Burke 
Wilkinson; 1hApr48; A21717. sth 





Proceedings. 


MIDWESTERN CONFERENCE ON FLUID 
MECHANICS. 3D, UNIVERSITY OF 
MINNESOTA, 1953. 

Proceedings. For sale by the Book- 
store, Main Engineering Building, 


University of Minnesota. 783 p. 
© University of Minnesota; 24Aug53; 
A108143. 


I. Minnesota. University. 
Revised 


Library of Congress e bj 


Copyright Office 





Proceedings. 


CAMP CONVENTION, NEW YORK, 1951. 
Proceedings. 801. © Association of 
Private Camps, inc., New York; 24Apr51; 
A55478., 


I. Association of Private Camps, inc. 


juN 11 1951 
dr/r 


Library of Congress 
Copyright Office 





Proceedings, 


INTERNATIONAL BUSINESS MACHINES 

CORPORATION. 

Proceedings, computation seminar, August 
1951; edited by IBM Applied Science 
Dept., Cuthbert C. Hurd, director. New 
York [1951] 148p. illus. © Inter- 


national Business Machines Corp.; 
14Dec51; A62383. 


. Hurd, Cuthbert Corwin, ed. 


Library of Congress eS 
Copyright Office 
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Proceedings and. abstracts of. speeches 


World Congress on Air Age Education, New York, 1946. 

Proceedings and abstracts of speeches, August 21-28, 1946, 
New York City. New York, Air-Age Education Research 
(1946; 


115 p. illus., ports. 28™. 


1. Aeronautics—Congresses. 2. Education—Congresses. 

TL505.W6 1946 629.130631 47-494.0* 

© 1Nov46; 2c TJun47; American Airlines, inc., New York; 
AA54228. 


Library of Congress . (6; 





Proceedings, August 4 to October 2, 1952, 


INTERNATIONAL CONFERENCE ON 
AGRICULTURAL AND COOPERATIVE 
CREDIT, UNIVERSITY OF CALIFORNIA, 
1952. 

Proceedings, August 4 to October 2, 1952; 
edited by Elizabeth K. Bauer. [Thomas C, 
Blaisdell, director] Berkeley, University 
of California, in cooperation with Dept. of 
State (Technical Cooperation Administra- 
tion) Dept. of Agriculture [and] Mutual 
Security Agency [1952] 2v. illus. 


Library of Congress & C td 
jl Soprright Office ( cote, wt next card) 





INTERNATIONAL CONFERENCE ON 
AGRICULTURAL AND COOPERATIVE 
CREDIT, UNIVERSITY OF CALIFORNIA, 
1952. 

Proceedings, August 4 to October 2, 1952, 
(Card 2) 


© International Conference on Agricultural 
and Cooperative Credit; 31Dec52; A77752. 


I. Bauer, Elizabeth (Kelley) ed. II. Blaisdell, 
Thomas C. II. International Conference on 
@ Agricultural and Coop- 


, Library of Congress 


j / Copyright Office erative Credit, Univer- 


sity of California, 





Proceedings, first hemispheric 
insurance conference, «ee 
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PROCEEDINGS, FORTY-FOURTH ANNUAL 
ROTARY CONVENTION, MAY 226, 
1953, PARISs« SEE Rotary Inter- 
nationale 





Proceedings - llousing inventory and 
forecast conference, Chicago, Nov. 
15#19-20, 1946. AA32727. See Housing 
inventory and forecast conference, 
Chicago, Nov., 196. 





Proceedings, industrial computation seminar, September 
1950. 


INTERNATIONAL BUSINESS MACHINES 
CORPORATION, APPLIED SCIENCE 
DEPT, 

Proceedings, industrial computation semi- 
nar, September, 1950, Edited by IBM 
Applied Science Dept., Cuthbert C. Hurd, 


director. 103 p, illus. © International 
Business Machines Corp., New York; 
20Jun51; AA190136, 


I. Hurd, Cuthbert Corwin. 
II, International Business Machines Corpy. 


Library of Congress 


Copyright Office sma/r 





Proceedings: Institute of traffic 
-@ngineers annual meeting, 195. 


see 
ee 


Powell, William B 





Proceedings Minnesota International 
Hydraulics Convention, SEE 
International Association for 

Hydraulics Convention. 





Proceedings, nos lis 
S00 


Anerican academy for Jewish research, 





Proceedings of a conference commemorating the twenty- 
fifth anniversary of Industrial Relations Counselors, inc. 
IND STRIAL RELATIONS COUNSELORS, 

INC. 

Proceedings of a conference commemorat- 
ing the twenty-fifth anniversary of Indus- 
trial Relations Counselors, inc., Waldorf- 
Astoria Hotel, New York City, May 22, 
1951. [Foreword signed: T. H. A. Tiede- 
mann] [New York, 1951] 66 p. © Indus- 
trial Relations Counselors, inc.; 1Nov51; 
A60981, 


DEC 11 195) 


I. Tiedemann, T. H. A. 


Library of Congress 
Copyright Office sma/r 





ha x: Tadustri 
aad” dp +) 2 


Conference on Industrial Ophthalmology, Columbia Univer- 

sity, 1945. 

Proceedings of a Conference on Industrial Ophthalmology, 
sponsored by the Columbia University College of Physicians 
and Surgeons in cooperation with the National Society for the 
Prevention of Blindness, May 7-11, 1945. New York, 1947. 


xiv, 291 p. illus. (1col.) 24cm. 


1. (Industrial medicine—Congresses,; 2. Ophthalmology;—Congresses, 
1. Columbia University. College of Physicians and Surgeons. 1. Na- 
tional Society for the Prevention of Blindness. 


Med 47-2942 
U.S. Army Medical ibrar QD [W3C01585 1945] 


for Library of Congress (2; 





Proceedings of a conference on the utilization 
of scientific and professi@nal manpower. 
NATIONAL MANPOWER COUNCIL. 
Proceedings of a conference on the 

utilization of scientific and 
professional manpower, held Oc- 
tober 7-11, 1953, at Arden House, 
Harriman Campus of Columbia 
University. 197 p. © Columbia 
University Press; 17Mar54; 
A130096. 


I. Columbia University Press. 


Library of Congress 
Copyright Office 14- 





Procéeédings of a symposium on frontiers 
of man-controlled flight. 


CALIFORNIA. UNIVERSITY. INSTITUTE OF 
TRANSPORTATION AND TRAFFIC ENGINEER- 
ING. 

Proceedings of a symposium on fron- 
tiers of man-controlled flight, 
presented at Los Angeles, Califor- 
nia, April 3, 1953, by the Insti- 
tute of Transportation and Traffic 
Engineering, and University Exten- 
sion, University of California, in 
collaboration with the Aero-Medical 
Engineeri ssociation and the 

Library of coum @ (continued on next 
Copyright Office card) ai479ho 





CALIFORNIA. UNIVERSITY. INSTITUTE OF 
TRANSPORTATION AND TRAFFIC ENGINEER- 
ING. 

Proceedings of a symposium on fron- 
tiers of man-controlled flight. 
(Card 2) 


Institute of the Aeronautical Sci- 
ences, Los Angelés Section. Edited 
by Heinz Haber. [One of the arti- 
cles and some of the illus. prev. 
pub. ] 109 p. © Regents of the 


Library of Congress (continued on next 
Copyright Office card) 





CALIFORNIA. UNIVERSITY. INSTITUTE OF 
TRANSPORTATION AND TRAFFIC ENGINEER- 
ING, 

Proceedings of a symposium on fron- 
tiers of man-controlled flight. 
(Card 3) 


University of California; 10ct533; 
A147942, 


I. Haber, Heinz, ed. II, California, 
University. Rggents, III. Title. 
tags Iv. Title: Frontiers 
privity yy of man-controlled 





Proceedings of a Symposium on Large- ... 


SYMPOSIUM ON LARGE-SCALE DIGITAL 
CALCULATING MACHINERY, HARVARD 
UNIVERSITY, 197. 

Proceedings of a Symposium on Large- 
Scale Digital Calculating Machin- 
ery, jointly sponsored by the Navy 


Dept., Bureau of Ordnance and Har- 
vard Univ, at the Computation Lab- 
oratory, 7-10, Jan., 1947. [Comp. 
by H. H. Aiken, G. M. Hopper, J. 
A. Harr and others] Cambridge, 
Harvard Univ. Press. 402 p. 


& A16875. 
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SYMPOSIUM ON LARGE-SCALE DIGITAL 
CALCULATING MACHINERY, HARVARD 
UNIVERSITY, 197. 

Proceedings of a Symposium ... (Card 2) 


illus. (The annals of the Compu- 
tation Laboratory of Harvard Uni- 
versity, ve. 16) ©The President 
and Fellows of Harvard College; 
31Marh8; A16875. 
I. Aiken, Howard Hathaway, comp. II, 
Hopper Grace Murray roLAt comp. III. 
Harr, John Alle joint comp. IV, Har- 
vard University resident and Fellows 





Proceedings of Conference on the to - aig State Uni- 


sity t h olleges, June 9-14 
versity GauSERENGH ON THE FINE ARYS, STATE 


UNIVERSITY TEACHERS COLLEGE, NEW 
PALTZ, N. Y., 1952. 
Proceedings of Conference on the Fine Arts, 
State University teachers colleges, 
June 9-14, 1952. [John Jacobson, editor] 


[New Paltz, New Paltz Press, 1952] 70p. 
illus. © New Paltz College Association, 
inc.; 100ct52; A72373. 


I, Jacobson, John H., ed. 
Il. New Paltz College Association. 


Library of Congress i/ Laois 
Copyright Office 
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Proceedings of educational sessions of 
the 32d annual convention. 
American clectroplaterst socloty. 

see Proccedings of educational sess 
ions of the 32d annual convention; aus- 
pices of Cleveland branch .., Cleveland, 
Ohio, June 12th, 13th, llth, 19) ... 
(Jenkintown, Pa.] ©19h)). 


© 20Novlhs 2c 21Augh6; author, Jenkin- 
town, Pa.3 Abhi. 


Tei LeeLe~ 
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Copyright Office 


A3265 Proceédings of 57th annual convention 
held at Miami Beach, Florida. 
National association of railroad and 
-utilities commissioners. 
esse Proceedings of 57th annual con- 
vention held at Ifliami Beach, Florida, 
December .,5,6,7, 1945, edited by Ben 
Smart .«e. washington, D.C., National 
association of railroad and utilities 
commissioners [19,6] 
es 235. 1/2", 


© 23Marl\6; publisher; A3265. 
Te Tithe, 


Library of Congress @» 20Junh.6 
Copyright 
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Proceedings of first conference on coastal engineering, 
Long Beach, California, October, 1950. 
JOHNSON, JOE WILLIAM, 
Proceedings of first conference on coastal 
engineering, Long Beach, California, 
October, 1950. Sponsored by the Depart- 
ments of Engineering and the Division of 
Engineering Extension, University of 
California, Berkeley and Los Angeles. 
[Berkeley] Council on Wave Research, 
Engineering Foundation. 334 p. illus. 
© The Council on Wave Research; 
220ct51; A61474. JAN 28 1952 
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Copyright Office br/r 
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JOHNSON, JOE WILLIAM. 
Proceedings of first... (Card 2) 


I, California. University. College of Engi- 
neering. 
II, Council on Wave Research, 


A61474 


Library of Congress 
Copyright Office br/r 





AA 22856 


Proceedings of group meetings and 
official statements on the Confra- 
ternity of Christian doctrine; war- 
time volume 19];2-19),)). [Washi ington, 
D. C.J Publications dept., Confrater- 
nity of Christian doctrine [c196] 


xix, 356 p. 23cm. 


© 8-22-l6; 2 ¢ 8-29-46; Yonfraternity 
of Chit s tian doctrine, Washington, D, °,, 


AA 22856. 
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Proceedings of New York University 
twelfth annual Institute on Ped- 
eral Taxation, SEE Institute on 
Federal Taxation, New York Univ- 
ersity. 





Proceedings of Operations Research 
Conference, New York City, January 
1956 SEE Society for Advancee 
ment of Management. 
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Missouri. University. School of Mines and Metallurgy. 

Proceedings of seventy-fifth anniversary celebration of 
School of Mines and Metallurgy, University of Missouri, comp. 
and ed. by James J. Jelinek. Rolla, 1946 ;7. e. 1947; 


67 p. plates, ports. 23 cm. (;,Missouri. University; General se- 
ries, v. 38, no. 4 


1. Jelinek, James John, 1915— ed. m1. Series. 
TN210.M844 1947 622.0711778 47-29620* 


© Missouri School of Mines and Metallurgy; 23Jun47 (in 


notice : 1946) ; A17087, @ 


Library of Congress (2) 





PROCEEDINGS OF THE ACADEMY OF SCIENCES OF 
THE USSR. PHYSICAL CHEMISTRY SECTION. 


See 


Academy of Sciences of the USSR. 
Proceedingse Section: Physical chemistry. 
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Procéédings of the Berkéléey Symposium 
on Mathematical Statistics. 


BERKELEY SYMPOSIUM ON MATHEMATI- 
CAL STATISTICS AND PROBABILITY 
UNIVERSITY OF CALIFORNIA, 1945-1946, 
Proceedings of the Berkeley Symposium on 

Mathematical Statistics and Probability, 
held at the Statistical Laboratory, Depart- 
ment of Mathematics, University of Cali- 
fornia, August 13-18, 1945, January 27-29, 
1946. Ed, by Jerzy Neyman. Berkeley, 
Univ. of California Press. 501 p._ illus. 
© The Regents of the Univ. of California; 


Library of Congress A31295 
Copyright Office (Cont. on next card) 
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BERKELEY SYMPOSIUM ON MATHEMATI- 
CAL STATISTICS AND PROBABILITY 
UNIVERSITY OF CALIFORNIA, 1945-1946. 
Proceedings of the Berkeley... (Card 2) 


2F eb49; A31295. 


I. Neyman, Jerzy, ed. 
Il. California. University. Regents. 


br/r 
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Opreceédings of the Committee on publie 
employee retirement administration, 
Richmond, Virginia, June 11-12, 196. 

Municipal finance officers’ association of the United States 
and Canada. Committee on public employe retirement ad- 
ministration. 

Proceedings of the Committee on public employee retirement 
administration, Richmond, Virginia, June 11-12, 1946... Chi- 
cago, Ill., Municipal finance officers association of the United 
States and Canada ,1946, 

42 p.,11. mits 28 x 214™. 
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Proceedings of the Conference on Arbitration. 


CONFERENCE ON ARBITRATION IN LABOR~ 
MANAGEMENT RELATIONS, UNIVERSITY OF 
NOTRE DAME, 1953. 

Proceedings of the Conference on 
Arbitration in Labor=Management 
Relations; Dept. of Economics and 


the College of Law in cooperation 
with the American Arbitration 
Association. Edited by Mark J. 
Fitzgerald and John J. Broderick. 
89 p. © University of Notre Dame; 


280ct53; AlL6736. 


Copyright Office b jj 





CONFERENCE ON ARBITRATION IN LABOR- 
MANAGEMENT RELATIONS, UNIVERSITY OF 
NOTRE DAME, 1953. 

Proceedings of the Conference on 
Arbitration....card 2. 


I. Fitzgerald, Mark James, ed. 
II. Broderick, John Joseph, ed. 
III. Notre Dame, Ind. University. 


A116736. 


Library of Congress & sae 


Copyright Office 





Proceedings of the Conference on 
Cancer Detection. 


CONFERENCE ON CANCER DETECTION, 

PORTSMOUTH, N. H., 1949. 

Proceedings of the Conference on Cancer 
Detection, Portsmouth, New Hampshire, 
September 9, 10, 11, 1949, sponsored 
by the American Cancer Society. [New 


York?] c1949. 190p. © The American 
Cancer Society, inc.; 12Dec49; A39756. 


I. American Cancer Society, inc. 
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Proceedings of the conference on Latin-American fine 
arts, June 14-17, 1951. 
ores UNIVERSITY. COLLEGE OF FINE | 
RTS, 

Proceedings of the conference on Latin- 
American fine arts, June 14-17, 1951. 
Cosponsored by the College of Fine Arts 
and the Institute of Latin-American 
Studies, the University of Texas. [Articles 
by L. N. Mozeley, G. Danes, and others] 
Austin, 1952. 132 p. illus. (Latin- 
American studies, 13) © University of 
Texas Press; 2Dec52; A76621. 


Library of Congress Se (Cont'd. on next card) 


Copyright Office j |w 





TEXAS. UNIVERSITY. COLLEGE OF FINE 
ARTS, : 
Proceedings of the conference on Latin- 

American fine arts, June 14-17, 1951. 
(Card 2) 


I, Texas. University. Institute of Latin- 
American Studies. II, Mozeley, Loren N. 
II. Danes, Gibson Andrews. IV. Texas. 
University. Press. 


A76621. 


i/ &- 


Library of Congress 
Copyright Office 





Proceedings of the conference on the effects of 
cortisone, 
MERCK AND COMPANY, INC. 
Proceedings of the conference on the effects 
of cortisone, December 10, 1951, New 
York, N. Y. “Sponsored by Merck & Co., 
inc. Rahway, N. J. [1952] 62 p. 
© Merck & Co., inc.; 6Jun52; A69992. 


Library of Congress 
Copyright Office 





Proceedings of the Eastern Joint Computer ... 


EASTERN JOINT COMPUTER CONFERENCE, 
Proceedings of the Eastern Joint 

Computer Conference3; papers and 
discussions presented at the Joint 
IRE+ATEE-ACM Computer Conference, 
Washington, D. C., December 8-10, 
1953. IW. D. Lewis, chairman, 
Publications Committee] 125 p. 
© Institute of Radio Engineers, 
ine.; 26Mar54; A133110, 


I. Lewis, W. D. II. Institute of 
: Radio Engineers. 
Library of Congress 


Copyright Office rf 





Proceedings of the eighth annual 
convention, Baltimore, Maryland, 
June 22-2),, 1953. SEE Catholic 
Theological Society of America. 





Proceedings of the 8th conference of 
teachers of international law and 


related subjects. A15218. see 
Carnegie endowment for international 


PSAaCE. 





PROCEEDINGS OF THE FIFTY-SECOND 
ANNUAL CONVENTION, HELD AT THE 
PALMER HOUSE, CHICAGO, ILLINOIS, 
MARCH 17-19, 1953. SEE American 
Railway Engineering Association. 





Proceedings of the fifty-third annual 
convention e«s Chicago, Illinois, 
March 16, 17, and 18, 1954. SEE 
American Railway Engineering 
Associatione 





Proesedings of the first and second 
Tecimical conference on makeready 
end premakeready, December <5, 
1952 and October 1-2, 1953. SEE 
Graphic Arts Industry, ince 
Research and Engineering Council. 
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Proceedings of the first iiePees i 
SPEBTEET oMAVESKING SR HU8759 gh 29), 


Pacific Northwest marketing conference. e3t é, 194 

Proceedings of the first Pacific Northw 2 pee. con- 
ference, held in Seattle, Washington, May 23-24, 1946, “a 
regional forum for marketing problems.” Sponsored by the 
marketing committee, Seattle Chamber of commerce. Seattle, 
1946, 


1p.1,89p. illus. (map) 253™. 


“Editor, Prof. Charles J. Miller ... editorial assistant, Mrs. Harriett 
Silvey.” 
(OVER ) 
1, Marketing—Congresses. 2. Northwest, Pacific—Comm. I. Miller, 
Charles John, ed 


HF5415.P2 1946 @ 658.8063795 47-17641 


Library of Congress 





© 10-21-l,6; 2c 11-14-63 Seattle - 
chamber of commerce, Seattle; AA 28016. 





Proceedings of the fourth Intere 
national Congress s+ Mar del 
Plata, Argentina, September 20827, 
1952, SEE International Society 
of Hematology. 





THE PROCEEDINGS OF THE HAGUE PEACE CON- 
PERENCES; THE CONFERENCES OF 1899 and 
1907, tr. by James Brown Scott. 

Index vol. © 19Dec21, A653199. 
R8272, 25May49, George A. Finch (E) 





THE PROCEEDINGS OF THE HAGUE PEACE CON- 
FERENCES: THE CONFERENCE OF 1907. v. l. 
Ed. by James Brown Scott. © kMay20, 
570202 3 R22255, 26Sepl7; Carnegie 


Endowment for International Peace (PWH) 





THE PROCEEDINGS OF THE HAGUE PEACE CON- 
PERENCES: THE CONFERENCE OF 1907, tr. 
by James Brown Scott. v. 2, Meeting 
of the first commission. © 29Sep2l, 
A627603. Ri8270, 25mMayl9, George A. 
Finch (E) 





THE PROCEEDINGS OF THE HAGUE PEACE CON- 
PERENCES: THE CONFERENCE OF 1907, tr. 
by James Brown Scott. v. 3, Meetings 
of the Second, Third, and Fourth Com- 
missions. © 170ct21, a62760). 
R8271, 25May9, George A. Finch (E) 





HAGUE. INTERNATIONAL PEACE CONFER- 
ENCE, 1899. The proceedings of 
the Hague Peace Conferences. a 

ansTation o e oilicial texts, 
prepared under the supervision of 
James Brown Scott. © 21May20, 
A570806; R22256, 26Sepl\7; Carnegie 


Endowment for International Peace 
( PWH) 
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Proceedings of the Home Office 
Life Underwriters Association 
and Occupational Committee. 
SEE Home Office Life Underwriters 
Association, Hartford. 
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Proceedings of the International Colloquium on Luso- 
Brazilian Studies, Washington, October 15-20, 1950, 
INTERNATIONAL COLLOQUIUM ON LUSO= 
BRAZILIAN STUDIES, WASHINGTON, D. C., 
1950. 
Proceedings of the International Col~ 
loquium on Luso-Brazilian Studies, 
Washington, October 15-20, 1950, 
under the auspices of the Library 
of Congress and Vanderbilt Univer- 
sity. [Editor, Alexander Marchant] 
Vanderbilt University Press. 3535p. 
© Vanderbilt University; 1Ju153; 
A9975T.« 


Library of Congress Cont'd. on next card. 
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INTERNATIONAL COLLOQUIUM ON LUSO= 
BRAZILIAN STUDIES, WASHINGTON, D. C.,’ 
1950. 

Proceedings of the International Col=- 
loquium......card 2. 


I. Marchant, Alexander Nelson De 
Armond, ed. 
II. Vanderbilt University. 


Library of Congress S bj / i 
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Proceedings of the Mexican-American 
conference on industrial research. 
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Mexican-American conference. on indus- 
trial research, 
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Proceedings of the most worshipful 
Grand lodge of ancient free and 
accepted masons of the commonwealth 
of Massachusetts for the year 196 ... 
414565. See Freemasons. Massachusett 


Grand lodge. 
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Proceedings of the National tine and 
motions study clinic, Nov. l, 2, 
19,5. 


Cowles, C 





AA 5.02 


Proceedings of the New York state 
association of public health 
laboratories. 


see 


New York state association of public 
health laboratories. 


pam 3-5-7 





Proceedings of the New York University conference on 
practice and procedure under the Immigration... 


NEW YORK UNIVERSITY, DIVISION OF 

GENERAL EDUCATION, 

Proceedings of the New York Univer- 
sity conference on practice and 
procedure under the Immigration 
and nationality act (McCarran- 
Walter act) Held on June 13, 1953, 
under the auspices of the Division 
of General Education and the School 
of Law. Edited by Harry Sellin. 


(Cont'd. next card) 


Library of Congress - 
Copyright Office A141904. rf 





NEW YORK UNIVERSITY. DIVISION OF 
GENERAL EDUCATION, 
Proceedings of the New York Univer- 
sity conference ... Card 2. 


Published for New York University 
Press by Oceana Publications. 

145 p. © New York University; 
14May543- A141904. 


I. Sellin, Harry, ed. II. New York 
University. 


Library of Congress r 
Copyright Office low 





Procéédings of the 1 annual me 
the Institute of ios office 4 ae 


Institute of home office underwriters, 
Proceedings of the 19.5 annual meeting 
of the Institute of home office under- 
writers. [Kansas City, Mo., Security 
printing co., 1916] 
i. 2hem, 


Ninth annual meeting. 


© lMayli6é; Institute of home office 
underwriters, Dallas; A2892. 


al ie vid 


Library of Congress 
Copyright Office 





Proceedings of the 1953 anmal 
meeting. SEE Institute of Home 
Office Underwriters, 





PROCEEDINGS of the Rabbinical 
Assembly of America. AA63628. 
SEE Rabbinical Assembly of 
America. 





PROCEEDINGS OF THE SCHOOL OF COMMERCE 
SECOND ALUMNI HOMECOMING, DECEMBER 
6, 19526 a9l302. SEE New York 
University. School of Commerce 
Alumni Association. 





PROCEEDINGS of the scientific section. 
SEE Toilet Goods Association, inc. 





Proceedings of the scientific section of 
the Toilet goods association. 


see 


Toilet goods association, inc. 





PROCEEDINGS OF THE SCIENTIFIC 
SECTIONs A9L909¢ SEE Toilet 
Goods Association, ints, New York. 





PROCEEDINGS of the Serap Seminar 
conducted by the Institute of 
Scrap Iron & Steel, inc., at 
Carnegie Institute of Technology. 
AA225863. SEE Institute of scrap 
Iron and Steel, 





Proceedings of the Scrap seminar. 


INSTITUTE OF SCRAP IRON AND STEEL, 
INC 


Proceedings of the Scrap seminar, by In- 
stitute of Scrap Iron & Steel inc. at 
Northwestern University, Chicago, I1l., 
August 28-September 2, 1949. | Ed. under 
the direction of Edwin C. Barringer. 
Washington] c1949. 122 y illus. 
© Institute of Scrap Iron & Steel, inc.; 
4Nov49; A38325. 


IL, Barringer, Edwin C. 


Library of Congress 
Copyright Office cg/ Ea 





PROCEEDINGS of the sixtyesixth an- 
nual meeting of the Hawaiian Sugar 
Planters' Association. AA3516l,. 
SES Nawailian Sugar Planters' 

Agste 





Proceedings of the sixty=-third 
armmual meeting --«- Boca Raton, 
Plorida, April 25-29, 195). SEE 
American Warehousemen's Association. 
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PROCEEDINGS OF THE SOCIETY FOR EXPERIMENTAL 
BIOLOGY AND MEDICINE. 


See also 


Society for Experimental Bidlogy and 
Medicine. Proceedings. 
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PROCEEDINGS OF THE STAFF CONFERENCES OF 
THE ROCHESTER GENERAL HOSPITAL. 


See 


Rochester General Hospital. x8ra Staff 
conferencese Proceedings. 





Proceedings of the State University conference on student 
personnel services of the State teachers colleges, etc. 
NEW YORK, STATE UNIVERSITY. 
Proceedings of the State University 

conference on student personnel 
services of the State teachers colleges, 
January 23-26, 1952, New Paltz, New 
York, [Editor: Donald G. Whittredge] 
[New Paltz, New Paltz Press, 1952] 
45 p. illus. © New Paltz College 
Association, inc.; 23Jun52; A70663. 


. Whittredge, Donald G., ed. 
. New Paltz — College Association, 


Library of Congress inc, 
Copyright Office / Pp 





Proceedings of the summer school for 
drawing teachers, June 18 to 28, 196. 


AMERICAN SOCIETY FOR ENGINEERING 
EDUCATION. DRAWING DIVISION. 
Proceedings of the summer school for 

drawing teachers, June 18 to 28, 1946, 
Washington University, St. Louis, Mo.; ed. 
by R. P. Hoelscher and Justus Rising. 

lst ed. Journal of engineering drawing. 
639 p. illus. © McGraw-Hill Book Co., 
inc., New York; 1Jul49; A34545, 


I, Hoelscher, Randolph Philip, ed. 
Il. Rising, Justus, joint ed. 
Library of Congress ll, McGraw-Hill Book 
Copyright Office Co., inc. 
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Eroccedings of the symposium on modern network 
i 


Syntnes!S SROOKLYN. POLYTECHNIC INSTITUTE. 
MICROWAVE RESEARCH INSTITUTE. 
Proceedings of the symposium on modern 

network synthesis (audio to microwaves) 
Sponsored by Polytechnic Institute of 
Brooklyn Microwave Research Institute 
and the Office of Naval Research, New 
York, MN. Y¥., April 16, 17, 18, 1952. 
[Edited by Jerome Fox] [New York? 
1952] 342p. illus. © Polytechnic 
Institute of Brooklyn; 30Sep52; A72079. 
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BROOKLYN. POLYTECHNIC INSTITUTE. 
MICROWAVE RESEARCH INSTITUTE, 
Proceedings of the symposium on modern 

network synthesis. (Card 2) 


I. U. S. Office of Naval Research. 
II. Fox, Jerome, ed. 
Il. Brooklyn. Polytechnic Institute. 


A72079, 
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Library of Congress wy i/1 
Copyright Office 





Proceedings of the symposium on spectral theory and 
differential problems, 

OKLAHOMA. AGRICULTURAL AND ME- 
CHANICAL COLLEGE, STILLWATER. 
Proceedings of the symposium on spectral 

theory and differential problems. 
[Jointly sponsored by the American Mathe- 
matical Society, the Office of Naval Re- 


search, and the Oklahoma Agricultural and 
Mechanical Callege] Stillwater, Mathe- 
matics Dept., Oklahoma Agricultural and 
Mechanical College. 454 p. illus. 11 195! 


(cont. on next card) 
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. OKLAHOMA, AGRICULTURAL AND ME- 
CHANICAL COLLEGE, STILLWATER. 
Proceedings of the symposium... (Card 2) 


© Research Foundation, Oklahoma Agri- 
cultural & Mechanical College; 1Jun51; 
A57803. 
I, Oklahoma. Agricultural and Mechanical 
College, Stillwater, Mathematics Dept. 
Il, Oklahoma, Agricultural and Mechanical 
College, Stillwater. Research Foundation. 


Library of Congress S 
Copyright Office 





Proceedings of the technical session on 
bone char research, 1949. 
BONE CHAR RESEARCH PROJECT. 
Proceedings of the technical session on 
bone char research, 1949; technical 
papers, recorded discussion periods. 
Ed. by Victor R. Deitz. 321 p. illus. 
© Bone Char Research Project, inc., 
Charlestown, Mass.; 30Jun49; A34827. 


I. Deitz, Victor Reuel, ed. 


Library of Congress 
Copyright Office 





PROCEEDTNGS; Saint Louis, 
Missouri, January 25, cli, 25, 
19.7. AA5732). SEE Consumer~- 
Instalment Credit Conference. 





PROCEEDINGS of the third annual Na- 
tional Forum on Trucking Industrial 
Relations. AA229916. SEE American 


Trucking Associations. Industrial 
Relations Dept. : : 





PROCEEDINGS of the triennial meeting 
eee held in the city of Charles~- 
ton, South Carolina, April 13 and 
ly, 1950. AA228151. SEE Society 

of the Cincinnati. 





Proceedings of third conference on coastal engineering, 


Cambrides Magi aE Wit E MR Ted 


Proceedings of third conference on 
coastal engineering, Cambridge, 
Massachusetts, October 1952. 

343 p. © Council on Wave Research; 
1Ju153; A102356. 


I. Council on Wave Research. 


Library of Congress ep 





Proceedings pigs at fe eighth annual con- 

Franofsc fe) Rota ae nter ational, San 
rancisco, Cea aoa A 
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Proceedings v. 1, 
HAGUE. INTERNATIONAL PEACE CONFER- 


ENCE, 2d, 1907. Proceedings 
v. 1. Ed. by James Brown Reset. 
©WMay20, a570282; R22255, 


26Sepl.7; Carnegie Endowment for 
International Peace (PWH) 


Library of Congress 
Copyright Office 
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AA 27506 
Proceedings. 


see 


Middle states council for the 
studies, 
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PROCEEDINGS, Vol. XXVI, no. 2, 
19,6. AA57793. SEE New York 
State Association of Public 
Health Laboratories. 





Procel, Louise Berta. 
DARK NIGHTS; w, m & © Louise Berta 
Procel 27Jun52 EU279695 


_ Library of Congress 
Copyright Office 





Procel, Louise Rita. 


NO ONE TO LOVE ME; w, m & © Louise 
Rita Procel 3Nov52 EU292668 


“Library of Congress BS 
Copyright Office 





PROCEL, LOUISE RITA. SEE 
Procel, Louise Berta, 1928- 


EU279695 





LA PROCELLA; m A. Vivaldi, arr. 
Emilio Pente; violin & pf. 
© 16May22, E537189. R59447, 14Mar50, 
Schott & Co., ltd. (PWH of E. Pente) 





Le pracés. 


KAFKA, FRANZ. 

Le procés (Der Prozess) Pref. de Bernard 
Groethuysen. Tr. de ] allemand par 
Alexandre Vialatte. yan tg 
283 p. © Librairie Gallimard; 30Nov48; 
on translation; AF9515. 


I. Vialatte, Alexandre, tr. - 
II. Librairie Gallimard. 


Library of Congress 
Copyright Office 





LE PROCES. DP17\18. SEE Gide, andré 
Paul Guillaume. 





PROCES au vatican, la vie de Sainte 
Thérése de Lisieuxe AF0-8715. SEE 
Combes, Andree 





Le procés BenoisteMéchin. 


BENOIST-MECHIN, JACQUES GABRIEL 

PAUL MICHEL, baron, defendant. 

Le proces Benoist - Méchin (29 mai-6 juin 
1947) Compte rendu sténographique, avec 
un avant-propos et une lettre de 1 *inculp 
a son defenseur. [Publié sous la direction 


de] Jean Louis Aujol. 610 p. © Albin 
Michel, Paris; 6Sep48; AF9199. 


I. Aujol, Jean Louis, ed. 
II. Michel, Albin. 


Library of Congress 
Copyright Office 





Un proces d'abjuration, 


TALAGRAND, JACQUES. 

Jeanne et les juges, piéce en deux parties, 
précédée de Un procés d'abjuration [par] 
Thierry Maulnier [pseud.] [Paris, c1951] 
191 p. © Librairie Gallimard; 30Dec51; 
DF0-=130, 


I, Librairie Gallimard, Paris, 
II, Title, 
Ill, Title: Un procés d'abjuration, 


Library of Congress @ Misc A 


Copyright Office 
iil ebc/r 





Le procés de Charles Maurras 


Maurras, Charles, 1868— defendant. 
... Le procés de Charles Maurras, compte rendu sténogra- 
phique. Paris, A. Michel 1946, 


388, ;2;p. 204. (Collection des grands procés contemporains, publiée 
sous la direction de Maurice Garcon ...) 

Trial of Charles Maurras and Maurice Pujo, co-directors of Action 
frangaise, before the Cour de justice of Lyons, Jan. 1945. 


: 1. Pujo, Maurice, 1872- defendant. wu. France. Cour de justice, 
yons, 
(Full name: Charles Marie Photius Maurras, 


47-20707 
© 4Nov46; 1c 10Mar47; Albin Michel, Paris; AF5992. 


Library of Congress 6 re) 





Les procés de collaboration Fernand de 


BRINON, FERNAND DE, defendant. Brinon- 

Les procés de collaboration Fernand 
de Brinon, Joseph Darnand, Jean 
Luchaire; comte rendu sténograph- 
ique. 634 p. (Collection des 
grands procés contemporains 

© Albin Michel, Paris; 9Ju148; 
AF8739. 


I. Darnand, Joseph, defendant. 
II. Luchaire, Jean, defendant, 
III. Michel, Albin. 


Library of Congress @ mds/r 


Copyright Office 





Les procés de la radio. 


Ferdonnet, Paul Joseph, 1901-1945, defendant. 


Les procés de la radio: Ferdonnet et Jean Hérold-Paquis; 
compte rendu sténographique. Paris, A. Michel ,1947, 


248 p. 21cm. (Collection des grands procés contemporains) 


1. Hérold-Paquis, Jean, 1912-1945, defendant. nm. Series. 
48-13644*f 


© Albin Michel ; 15Sep47; AF'4658. 


Library of Congress cy 





Le procés de Nuremberg 


Pelletier, Henri, 1910- 

... Le procés de Nuremberg, avec quatre-vingts dessins de 
Vauteur accompagnés de plusieurs documents, dont l’exposé 
inaugural de la France, prononcé par m. Francois de Menthon, 
suivi du réquisitoire final de m. Champetier de Ribes. Paris, 
L’auteur, 1946, 


(169; p. illus, (incl. ports., facsims.) 32™. 

“Tl a été tiré de cet ouvrage 500 exemplaires sur vélin blanc numérotés 
de 14500.” This copy not numbered. 

1, War crimes—Trials—Nuremberg, 1945-1946. 2. World war, 1939- 
1945—Portraits. 1, Menthon, Frangois de. 11. Title. 

D804.G42P4 341.4 47-3076 


© 30ct46; 1c 10Mar47; Henri Pelletier, Paris; AF5912. 


Library of Congress & (2) 





Le procés de Xavier Vallat présenté par 
VALLAT, XAVIER JOSEPH, defendant gés amis. 


Le procés de Xavier Vallat présenté 

par ses amis, avec une préf. de Marie- 
Madeleine Martin. 509 p. illus. 

© Editions du Conquistador, Paris; 
15May48; AF8647. 


I. Martin, Marie Madeline, ed. 
II. Editions du Conquistador. 


Library of Congress mds/, rk 


Copyright Office 





Le procés du juge, récit. 

KANAPA, JEAN. 

Le peers du juge, récit. 199 p. 
© Editions Nagel, Paris; 16Nov47; 
AF7911. 


I. Editions Nagel. 


Library of Congress S 


Copyright Office 





Cahen-Salvador, Jean. 
Le procés du maréchal Bazaine. ,Lausanne, Guilde du 


livre, 1946. 
142 p. illus., ports. 19cm. (Collection Gai savoir, v. 11) 


1. Bazaine, Achille Francois, 1811-1888. 1. Title. 1. Series. 
DC280.5.B3C3 923.544 48-12535*f 
© Guilde du livre; 6Aug46; AF'4574. 


Library of Congress S 1) 





+ > ld . 
Le proces du maréchal Pétain. 


Pétain, Henri Philippe Bénoni Omer, 1856— defendant. 


... Le procés du maréchal Pétain; compte rendu sténographi- 
que. Paris, A. Michel ;1945, 


2v. 20™. (Collection des grands procés contemporains) 


1, France. Haute cour de justice. 


46-23279 
© 10Dec45; 1¢e 8May4 if Michel; AF'1224. 
Library of Congress (2) 





Le procés du prix Goncourt... 

ACADEMIE GONCOURT, PARIS, plaintiff. 
Le proces du prix Goncourt, plai- 
doiries [de] Maurice Garcon, Jacques 
Charpentier [et al. Suit brought by 
the Académie Goncourt against Sacha 
Guitry, René Benjamin and Robert 
Laffont] Paris, A. Fayard. 


284 p. © F. Brouty, J. Fayard et 
cie.; 15Apr48; AF7571. 


I. Benjamin, René, defendant. 
Il. Guitry, Sacha, defendant. 
III. Laffont, “6. defendant. 


_ Library of Congress 
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ACADEMIE GONCOURT, PARIS, plaintiff. 
Le proces du prix Goncourt ... (Card 2) 


TV. Garcon, Maurice. 
V. Charpentier, Jacques. 
VI. Brouty (F.), J. Fayard et cie. 


APY 5S (1% 
mds/p 





Le procés du trés honorable lord. R89035. 
SEE ; 


Hermant, Abel. 





Le procés Kravchenko. 
KRAVCHENKO, VICTOR ANDREEVICH, 

complainant, 

Le proces Kraychenko, compte rendu 


stenographique, t,1. 678 p. (Collection 
des grands proces contemporains, pub. 
sous la direction de Maurice Garcon) 

© Editions Albin Michel, Paris; 1Apr49; 
AF10406. 


I, Garcon, Maurice, ed, 
II. Lettres francaises, defendant. 
III. Michel (Albin) Editions. 


Library of Congress 
Copyright. Office = mds/r 





Le procés Kravchenko. 


KRAVCHENKO, VICTOR ANDREEVICH, 


plaintiff, 

Le proces Kravchenko, compte rendu 
stenographique. 2v. (Collection des 
grands proces contemporains, pub. sous 
la direction de Maurice Garcon 
© Editions Albin Michel, Paris; v. 1, 
1Apr49, AF 10406; v. 2, 25Apr49, 
AF10750. 


I. Gargon, Maurice, ed. II. Lettres frang- 
aises, defendant. Ifl. Michel (Albin) Editions. 


Library of Congress @ 
Copyright Office ; 
Revised mds/r 





Le procés Paradine. 


HICHENS, ROBERT SMYTHE. 

Le proces Paradine (The Paradine case) » 
Roman adapté de l’anglais par J. Kessel. 
Foc 1949] 269 p. © Librairie Gal- 

imard; 5Oct49; on:adaptation; AF -0209, 


I. Kessel, Joseph. 
Il. Librairie Gallimard. 


EE @ 





Le procés Pétain. 


SCHLUMBERGER, JEAN. 

Le procés Pétain. Notes d'audiences. 
Blessures et séquelles de la guerre. 
[A collection of articles, one of which 
appeared in La Table ronde, July, 1949, 
the others in Le Figaro, 1944-45] 
[Paris, 1949] 253 p. © Librairie 
Gallimard; 5Dec49; AFO-616. 


I. Librairie Gallimard. 


Library of Congress eS dw/r 
Copyright Office 





Le proces Petain. 
Michel, Paul Louis. 
eee LE proéés Pétain ... Paris, 
fditions Médicis, 195. 
ath he ee, 


© 10bech5; le 1Marl6; publisher; 
AF577. 


Le Title. 


Library of Congress ey 
Copyright Office car l-9-l.6 





Le procés Pétain. 


Fabre-Luce, Alfred, 1899- 
... Le procts Pétain. (Paris, Editions de Midi ,1945, 
ip. L,7p.,11 27™. 
Bibliographical foot-notes. 


1. Pétain, Henri Philippe Bénoni Omer, 1856- I. Title. 
DC342.8.P4F3 47-854 


© 300ct45; 1c 8May46; author, Paris; AF'1430. 


(2) 


Library of Congress 





Le proeés Robért Brasiilach 


Isorni, Jacques, 1911- 
... Le procés Robert Brasillach (19 janvier 1945) Paris, 
Flammarion ,1946, 


217 p., 21. 183™. 


1, Brasillach, bape 1908 or 9-1945. 2. Press—France. 3. France— 
Pol. & govt.—1940-194 


PQ2603.R315Z7 47-21472 
© 5Dec46; 1c 10Mar47; Ernest Flammarion, Paris; AF'5903. 


Library of Congress @ t1) 





Proces sombres. 


GARCON, MAURICE. 
Proces sombres. Paris, A. Fayard. 
203 p. © F. Brouty, J. Fayard et Cie; 
15Jan50; AFO-1259. 


I. Brouty (F.), J. Fayard et Cie. 


Library of Congress ey 
Copyright Office 





Procesion del Rocio, 


LA PROCESSION DU ROCIO. La procesion 
del Rocio; de Joaquin Turina, réduc- 
tion pour piano a 4 mains par 
Charlotte Landrin Lerolle. © on 
arr., 28Mar25, E609793. R101464, 
220ct52, Charlotte Landrin Lerolle 


(A) 


art. 
Revised 
10Dec52 


Library of Congress 
Copyright Office iD 





Proceso de limites entre Venezuela y Colombia, 


LOPEZ CONTRERAS, ELEAZAR, PRES. 

VENEZUELA, 

Proceso de limites entre Venezuela 
Colombia. New York [1953] 38p. illus. 
© Las Americas Pub. Co.; 20Mar53: 
A89444, 


I. Las Americas Publishing Company. 


Library of Congress oe i 


Copyright Office 





PROCESO de osificacion normal de la 
muneca y de la mano. KK72l61. SEE 
Abbot Laboratories. 





The process. R101680. 
SEE 
Stranahan, Florence B. 
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The process and effects of mass communication. 


SCHRAMM, WILBUR LANG, ed. 

The process and effects of mass 
communication. University of - 
Illinois Press. 586 p. 
© University of Illinois; 15Dec54; 
A165262. 


I. Illinois. University. 


Library of Congress eS 


Copyright Office 
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The procéss and organization of 
government planning. 
Millett, John David, 1912— 
The process and organization of government planning. New 
York, Columbia Univ. Press, 1947. 


xi, 187 p. 21cm. 


1. U. S.—Economie policy. 2. Economic policy. 1. Title. 
HC106.3.M513 338.91 47-11744* 


Library of Congress 
Copyright 15) 





Process and unreality. 


WELLS, HARRY KOHLSAAT. 

Process and unreality; a criticism of 
method in Whitehead's philosophy. New 
York, King's Crown Press. 211 p. 
© Harry Kohlsaat Wells; 14Jul50; A45748. 


Library of Congress 
Copyright Office 





PROCESS APPLICATION EXCEL-SO 
WATER SEPARATOR. SEE Lewis 
(warner) Company, inc. 





Process applications of heat exchang- 
ers. KK57632. SEE Patterson Foundry 
and Machine Co. 





Process control. 


YOUNG, ALWYN JACK. 
Process control. 132 p. NM: edi- 
torial material. © Instruments 
Pub. Co., inc.; 30Sep54; A160949. 


I. Instruments Publishing Company, 
ine. 


Di fw 


Library of Congress & 
Copyright Office Revised. 





PROCESS COST PRACTICE SET. A9182). 
SEE Lang, Theodores 





PROCESS COSTS; ACTUAL, ESTIMATED AND 
STANDARD. SEE Newlove, George Hillis. 
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Process engineering. 


SCHUTT, WILLIAM H. 
Process engineering. lst ed, 
309 p. illus. © McGraw-Hill 
Book Co., inc., New York; 30Ju148; 
Aakuks, 


I. McGraw-H111 Book Co., inc, 


LWG/pam 
Library of Congress » 
Copyright Office 





PROCESS equipment. SEE Foster Wheeler 
Corporation. KKl2260. 
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Process for hardening of photo- 
eraohic i= as well as other 
albuminous substances. 
See tet avasuiac meinschaft 
Farbenindustrie Aktiengesell- 
schaft. A1885). 





Process for zi peer 


fas stness of li ar e ber- formin 
In oF ees cmotnae a Farben- amides 
“amides ° 


industrie Aktiengesellschaft. 
Process for improving the light- 
fastness of linear fiber-forming 
polyamides, by I. G. Farben, tr. 
by F. G. Wolff. New York, ¢197. 
i 28e™, (Research Informa- 
tion Service. PB 3157; Report no. 
5566) 


© Research Information Service, 
New York; 5Augh7; AA61206. 


BAGL2O06 iitteory of Conerens a (Continued on 
j ; Copyright Office next card) 





Interessengemeinschaft Farben- 
industrie Aktiengesellschaft. 
Process for improving the light- 
fastness of linear ... °1947. 
(Card 2) 


I. Wolff, Frank George, 1919- 
tr. II. Title, 


AA612 06 Library of Congress & eg/b 
Copyright Office 





3s for manufacturing crease- 
ssengéme :nschaf t Farben- 
ieauvteke Aktiengesellschaft, 
Process for manufacturing crease- 
resistant rayon, by I. G. Farben, 
tr. by F. G. Wolff. New York, 
©1947. 
5 Q. 28cm, (Research Informa- 
tion’ Service. PB no. 20820; Repor® 


no. 5535) 


© Research Information Service, 
New York; 20Junl7; AA5649. 


Library of Congress @ ( Cc ont a nue dad on 
<AA 56419 Copyright Office next card ) 





Interessengemeinschaft Farben- 
industrie Aktiengesellschaft. 
Process for manufacturing crease- 


resistant rayon ... C197. 
(Card 2) 


I. Wolff, Frank George, 1919- 
tr. IL Title, 


AApCLNS Litrary of Congresa & cg/b 


Copyright Office 





Process for manufacturing curled 


Interéséd nddbShiec ike € RPBEn FP° <3 ape 
industrie Aktiengesellschaft¢©~~"~°**: 
Process for manufacturing curled 

threads, fibers, or ribbons from 

cellulose, by I. G. Farben, tr. by 

G. S. Schachne. New York, °197. 

ao: <., 28cm, (Research Infor- 
mation Service. PB 31625; Report 


no. 551) 


© Research Information Service, 
New York; 10Ju1h7; AA597)). 
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_ AA brary of Congress om 
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Interessengemeinschaft Farben- 
industrie Aktiengesellschaft. 
Process for manufacturing curled 

threads «6. ©1947. (Card 2) 


I. Schachne, Gerard Simon, 1922- 
tr. - iI... Title, 


AA59 Th Library of Congress & 


s Copyright Office 





Process for manufacturing mixed 

products such as foils. 
Interessengemeinschaft Farben- 

industric Aktiengesellschaft. 

Process for manufacturing mixed 
products such as foils, threads, 
and films from polyamides and 
cellulose or ccllulose deriva- 
tives, by I. G. Farbon, tr. by 
F. G. Wolff. ‘ New York, ©197. 

(. 28cm, (Research Informa- 

tion Service. PB 31572; Report no. 


5528) 


Library of Congress we (Continued on 


Copyright Office next card) 





Interessengemeinschaft Farben- 
industrie aktiengesellschaft. 
Process for manufacturing mixed 
products sss °19L7. (Card 2) 


© Research Information Service, 
New York; 10Jull7; 4457618. 


I. Wolff, Frank George, 1919- 
tre Ii. Titic, 


Library of Congress « 
Copyright Office 





Process for manufacturing phonogrash 
Interessengemeinschaft Farben-records. 

industric Aktiengesellschaft. 

Process for manufacturing phono- 
graph records, by I. G. Farben, tr. 
by_F. G. Wolff. |New York, °19)7. 

8 (. 28m, (Research Informa- 
tion Service. PB 34158; Report 5586) 


© Research Information Service, 
New York; 5Augl7; AA61209. 


I. Wolff, Frank George, 1919- 
tr. iI. Title, 


Library of Congress @ 
Copyright Office cg /o 





Process for manufacturing pro todyes 
containing a carbon chain with a 


IntéPess8heoh84 Sena He Parvon- 


industric Aktiengesellschaft, 

Process for manufacturing proto- 
dyes containing a carbon chain with 
at least six carbon atoms, by I. G. 
Farben, tr. by G. S. Schachne,. 
Now York, e19h7. 

3 28M, (Rosearch Informa- 

tion Servicce. PB no. 31566; Report 
no. 5512) 


Library of Congress ee (Continucd on 


Copyright Office next card) 





Intcressengemcinschaft Farbon= 
industric aktiengescllschaft, 
Process for manufacturing proto- 
ages sss. “197. (Yard 2) 


© 20Mayl:7; Research Information 
Service, New York; 4.55297. 


I. Schachne, Gerhard Simon, 1922- 
cf. ZI, Title, 


Library of Congress 
Copyright Office cg /b 





Process for mantifacturing stretched 
Interessengemeinschaft Farben= tireads 
industrie Aktiengesellschaft. 

Process for manufacturing 
stretched threads or yarns made 
from synthetic linear polymers, by 
I. G,. Farben, tr. by J. U. Wolff. 
New York, °19)7. 

7%. illus. 28°. (Hesearch 
Information Service. PB 3182; 
Report no. 5575) 


© Research Information Service, 
New York; 5Augh7; AA61207. 
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Interessengemeinschaft Farben- 
industrie Aktiengesellschaft. 
Process for manufacturing 
stretched threads ,.. C197. 
(Card 2) 


I. Wolff, Janet Ursula, 1919- 
tr. II. Title. 


AA61207 Library of Congress 
Copyright Office 
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Process for manufacturing synthetic 
fibers. Z 
Interessengemeinschaft Farben- 
industrie Aktiengesellschaft. 
Process for manufacturing syn- 
thetic fibcrs, films, and foils 
from high-molecular paraffins, 
by I. G. Farben, tr. by G. S. 


Schachne. Now York, °19)7. 
T Ge 28cm, (Research Infor- 


mation Service. PB 31641; Report 
no. 5518) 


(Continued on 
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Interessengomeinschaft Farben- 
industric Aktiengesellschaft. 
Process for manufacturing syn- 
thetic fibers ... ©°19)7. 


© Rescarch Information Service, 
New York; 10Jul:7; 4457620. 


I. Schachne,’ Gerhard Simon, 1922- 
tr. II. Title. 


ce/b 





Process for manufacturing synthetic 


-fibers er thread viscose 
Intcressengemeinsc ate A a 


industrie Aktiengesellschaft. 
Process for manufacturing syn- 
thetic fibers or threads from 
viscose, by I. G. Farben, tr. by 
G. S. Schachne. New York, C1 Oh 7. 
7 (. ** 28%, (Research Tnforma- 


tion Scorvice. PB 31573; Report 
mo. 55224 


(Continued on next card) 
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New York; 170ct49; EP41509. Condensed 
score. 


I. Title. 


Library of Congress 
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Processional of joy. 


PS3537 
.C52P7 
Schloss, Malcolm. 


Processional of joy, by Malcolm Schloss ..._ Hollywood, 
Calif., M. Schloss, 1946. 
Tp. 2i™. 


Poems. 
“Of this cooperative edition 250 copies have been printed of which this 
is no. 214.” Signed by the author. 


I. Title. 


PS3537.C52P7 811.5 46-22542 
© 20ct46; author; A3997. 
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Processional service. 


M2023 BLACK, CHARLES. 

.B63F6 For Christmas-Tide; [or] A processional 
service, for adult and youth choirs, 
arr, by Charles Black. (Fischer edition, 
no.8840) [With organ acc.] 80¢ NM: 
arrangement, © J. Fischer & Bro., New 
York; 150ct54; EP85623., 


Title. II. Title: A processional service, 
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ssional to Calvary; from The KR 
‘ ohn Stainer, arr’ 
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Processional to calvary. 


M2007 NEWSOM, HUGH RAYMOND, 1891- 

-N (The divine tragedy) Processional to 
calvary; from The divine tragedy, by 
Hugh Raymond Newsom [for] mixed chorus 
and baritone solo, Baltimore, Baltimore 
Music Co, [With organ acc.] 20¢ 
© Hugh Raymond Newsom; 6Aug54; 
EP82399, 


I, Title. II, Title: Divine tragedy. 
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Processionals and Postludes for Organ Solo 

M6 ASHUALL, WILLIAM E arr. 

A843 Processionals and Postludes for 

P7 rea o; sclectcd from re) 
Organists' Journal,” arr. by 
William EZ. Ashmall. © McLaughlin 
& Reilly Co., Boston; 2Junl7; on 
arrangement & compilation; 
EP16390. 


Le Pitie. 
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PROCESSIONE NOTTURNA DEL VENERDI SANTO; 
pf. © 30Dec20, E498511. R40309, 
3Dec48, Camillo de Nardis (A) 
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PROCESSO agli innocenti. DF185. SEE 
Terron, Carlo. 





Processo de cartas de amores. 


SEGURA, JUAN DE, 

Processo de cartas de amores. A critical 
and annotated ed. of this first epistolary 
novel (1548) together with an English 
translation, by Edwin B. Place. 160 p. 
illus. (Northwestern University studies. 


Humanities series, 23) © Northwestern 
University, Evanston, Ill.; 21Aug50; 
A46618. 


I. Place, Edwin Bray, ed. andtr. 
II. Northwestern University. 


Library of Congress 
Copyright Office e Jb/ms 21 1980 





PROCESSO de ossificag&o normal do 
punho e da m&o. KK751l). SEE 
Abbott Laboratories. 





Processo di Cristo. 


PORRINO, ENNIO, 

*Il1 processo di Cristo; oratorio per soli, 
coro, organo e orchestra, musica di 
Ennio Porrino, testo di Giuseppe Ric- 
ciotti, riduzione per canto e pianoforte 
di Gino Nucci. [Piano-vocal score] 


© Casa musicale Sonzogno di Piero 
Ostali, Milano; 1Nov50; DFO-59. 


I, Title. [II. Rieciotti, Giuseppe. 
III. Nucci, Gino] 
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PROCESSO;} DI PAMIGLIAs SEE Pabbri, Diego. 





PROCESSORS * MANUAL. SEE Sereen Process 
Printing Association International. 
Official screen process printing : 
manual. 





KK 9311 


Processors = now you can defrost 
foods in minutes instead of hours 
and days. 


Federal telephone and radio corporation, 


claimant 
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Processus matrimon 


Torre, Giovanni. 
Processus matrimonialis. Neapoli, M. d’Auria, S, Sedis 


Apostolicae Typographus, 1947. 

tt 1., 374 p. 25 cm. 

The “Instructio servanda a tribunalis dioecesansis in pertractandis 
causis de nullitate matrimoniorum” of the Congregatio de Disciplina 
Sacramentorum, with commentary by Giovanni Torre. 

“Bibliographia” : verso of 4th leaf. 

1. Marriage (Canon law) 2. Civil procedure (Canon law) z; 
Catholic Church. Congregatio de Disciplina Sacramentorum. Instruc- 
tio servanda a tribunalis dioecesansis in pertractandis causis de 
nullitate matrimoniorum. 


HQ1024.T65 392.5 48-12068* 
© M. d’Auria, Editore Pontificio; 1Mar47; AF 4192. 
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PROCETANA; w& m. © 19Sep23, 
E574555. R73704, 15Jan51, 
Francesco Pennino (A) 
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